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Each quotation immediately follows the name of the journal from which it is 


taken. Obviously, these brief extracts, detached from the context, must not be accepted 
Except for the correction of obvious errors, the bibliographic information 
It is, therefore, in many cases incomplete and in some cases 


as conclusive. 
is as given in the reviews. 
probably inaccurate. 


American Society for Metals. Controlled 
atmospheres. 232p. 1942. The Society, 
Cleveland, $4. 


Journal of the Institute of Metals, Nov. 1942, 
metallurgical abstracts, p.340. % p. 

“This volume collects between one set of cov- 
ers ten papers, with the discussions thereon, 
which constituted a symposium on controlled 
atmospheres held in Philade!phia in October 1941 
... The majority deal with the heat-treatment 
of steel and are concerned in the main with the 
physico-chemical problems involved in this pro- 
cess. Taken as a whole, they present a most 
useful account of the various reactions which 
may occur and should be of considerable value 
to all concerned with the use of controlled at- 
mospheres. The one fault that can be found 
is the lack of documentation; a really complete 
and preferably annotated bibliography dealing 
with the physico-chemical aspects of controlled 
atmospheres has for some time been felt by the 
reviewer to be overdue. The papers of direct non- 
ferrous interest include a rather general account 
of the bright-annealing of copper and copper 
alloys and short descriptions of the use of at- 
mospherie control in heat-treating aluminium and 
magnesium alloys. A paper comparing the costs 
of various types of atmospheres is included, but 
gas-production and furnace equipment are not 
considered.” J. C. Chaston. 

Mar- 


Anderson, Dwight, & Baylous, 
garet. When doctors are rationed. 255p. 
1942. Coward-McCann, New York, $2. 


journal of nursing, Jan. 1943, p.126. 
col. 

“The authors have cleverly taken the current 
problem of ‘rationing’ physicians to meet civilian 
and military needs as a point of departure for a 
general discussion of medical care and health 
supervision and how they are provided to civilians 
and the military in both war and peace... 
Nursing is mentioned briefly—too briefly to 
remind the reader of the differences between 
‘nurse registries’ and nurses professional reg- 
istries; but the authors give recognition to the 
importance of the R.N. as evidence of licensure, 
and to the work of the American Red Cross Nurs- 
ing Service and the NLNE in setting up standards 
for the preparation of nurses. This book is a 
convenient sourcebook of information on medical 
education, practice, and standards, and is an ex- 
cellent one to refer to lay persons who are inter- 
ested in knowing more about a subject very close 
to their needs.” H. W. M. 


Medical economics, Jan. 1943, p.72, 74. 34 col. 

“*Tells what is being done to assure adequate 
medical care for the millions whose doctors are 
going into the armed services.’ The writers have 
evidently aimed also at a miscellany of other 
goals, The book instructs laymen on such varied 
topics as the dangers of self-medication, how 
to choose a doctor, how to be a good patient, 
and how to detect a quack. Still another major 
intent seems to have been a desire to defend or- 
ganized medicine against all and sundry criticism 

. Includes an adequate summary of the phy- 
sician-shortage situation; a considerable bulk 
of good advice to patients; and a statement of 
medicine’s official politico-economie views . . 
A careful reader will be disturbed by the vol- 
ume’s lack of unity. He may also be rubbed the 
wrong way by occasional patronizing passages 
wherein the authors slip into the once-accepted 
public-relations practice of addressing readers 
as 12-year-olds.” 


Appleby - Frodingham Steel Company, 
Ltd. Appleby-Frodingham steel sheet pil- 
ing handbook. 184p. The Company, Scun- 
thorpe, England. 

Structural engineer, Nov. 1942, p.263. %4 p. 

“This publication, whilst based on the steel 
piling types rolled by its producers, really covers 
much more than that; it contains a mass of con- 
densed information rarely to be found in a book 
of this nature or limited size ... Well illustrated 
and printed, bound in soft leather, and really is 
of pocket size. It should prove useful to con- 
tractors and engineers, whether specialised or 
general.” H. H. 


Baird, Viola Brainerd. Wild violets of 
North America. 225p. 1942. Univ. of Cali- 
fornia Press, Berkeley, Calif., $10. 

Natural history, Dec. 1942, p.273. % col. 

“An up to date book, which by means of 
text, keys, and illustrations makes it possible 
for anyone, whether amateur or professional, to 
identify anv species of violet known in the area 
considered. In North America north of Mexico 
there are some 77 different species of wild 
violets. All of the full species except one, to- 
gether with several subspecies, have been done 
in full-page color plates by the well-known artist 
and naturalist the late F. Schuyler Mathews 

Here is a beautiful book, both scientifically 
accurate and popularly written.’ Clyde Fisher. 

Nature magazine, Jan. 1948, p.53. % col. 

“A beautiful and notable book. Everyone who 
loves violets will want a copy. The title is 
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descriptive of the contents up to a certain point, 
but it cannot describe the beautiful color repro- 
ductions of the pictures of the violets, done by 
F. Schuyler Mathews ... This text is a happy 

and unusual combination of botanical information 
and charming description ... The edition... 
is limited to one thousand copies, and even at ten 
dollars a copy we do not see lent how the Univer- 
sity of California Press has been able to make 
available a book with so much color illustration. 
In any event, wildflower lovers are in debt to 
the publishers, author and artist for it.” 


Billings, Marland P. Structural geology. 
.50. 


Prentice-Hall, New York, 

Natural history, Jan. 1948, p.55. 36 col. 

“The concept of structural geology evidenced 
by this book is truly a broad one. It includes 
several phases of geology not customarily con- 
sidered appropriate to the field, but which very 
rightly belong there . . . For Professor Billings 
thinks of structural geology as a subject that is 
of concern to all field geologists, not only those 
working in sedimentary or metamorphic rocks 
... The book is unique... in its inclusion of 
some of the more modern concepts of structural 
geology. We find here a discussion of the latest 
ideas of igneous rock structures, as preached by 
the Cloos school of workers in igneous tectonics. 
There is also a chapter on petrofabriec analysis, 
as developed by Bruno Sander, which determines 
rock histories by a thin section study of the 
orientation of mineral grains. The closing chap- 
ter describes the various geophysical methods 
such as the torsion balance, the seismograph, and 
the magnetometer. Such sections make this 
text a truly comprehensive work, valuable as a 
textbook for geology students, but also an essen- 
tial reference work for trained geologists, for 
it brings together in one place, with many refer- 
ences to more extended works, the latest thoughts 
on all the phases of structural geology. It is 
a splendid contribution to this fine Prentice-Hall 
geology series.” F. H, Pough. 

ee action of the vitamins; edited 
by E. A. Evans, jr. 227p. 1942. Univ. of 
Chicago Press, Chicago, $3. 

American journal of public health, Dec. 1942, 
p.1407. \% col. 

“Contains the fourteen papers presented at the 
symposium on ‘The Biological Action of the 
Vitamins,’ held in connection with the Fiftieth 
Anniversary celebration of the University of Chi- 
cago, September, 1941. The material is pre- 
sented not as a complete review of the field but 
rather as a series of papers summarizing the 
recent, most active subjects, each by an author 
with first-hand knowledge. The purpose has been 
well accomplished . The book is the best 
single source of information on these aspects 
of the vitamins now available.” Otto A. Bessey. 

Biringuccio, Vannoccio. Pirotechnia of 
Vannoccio Biringuccio (1540); translated 
from the Italian by Cyril Stanley Smith and 
Martha Teach Gnudi. 476p. 1942. American 
Institute of Mining and Metallurgical En- 
gineers, New York, 

Canadian mining journal, Dec. 1942, p.801. 214% 


ol. 

“In the year 1480 there was born in Sienna, 
Vannoccio Biringuccio who in his day and age 
acquired some fame as a worker in metals, and 


also for certain political activities. So far as 
ean be determined, he died in 15389, and some- 
where in his rather checkered and useful life 
he wrote a book that was first published in 1540 
under the title of Pirotechnia, and is a metal- 
lurgieal classie .. . Divided into ten books. Four 
of these relate to the genesis, occurrence, and 
treatment of minerals and ‘semi-minerals’. Five 
subsequent books deal with metallurgy, and a 
great deal of attention is paid to ‘The Art of 
Casting in General and Particular’. The tenth 
book deals with ‘Certain Artificial Combustible 
Materials and the Procedure followed in mak- 
ing Fireworks to be used in Warfare and for 
Festivals’ . It is difficult to find words suit- 


able for the acknowledgement of the debt that 
mining men (or anyone else for that matter) owe 
to the American Institute of Mining and Metal- 
lurgical Engineers for the publication of this 
work . . . The book has been properly described 
asa classic. It is that. It is also a human docu- 
ment... It is an excellent indirect commentary 
upon the thought of that day. Its light throws 
into relief many of the foundations of present 
knowledge in the practical working of metals, 
It is [a] triumph of the bookmaker’s art. It 
is, to sum everything up, a book that no mining 
man should be without, and we predict that it 
will provide many an hour of entertainment, and, 
in addition, will broaden knowledge and widen 
viewpoints.” 

Chemical and engineering news, Dec. 10, 1942, 
p.1600, 1602. 3 col. 

“The earliest printed work in the field of 
metallurgy . .. Covers a surprisingly wide field, 
since it describes not only the smelting and 
casting of metals and alloys but mining as well. 
In addition, the manufacture and use of explo- 
sives in the arts of peace and war are described 
in detail. The metals discussed are gold, sil- 
ver, copper, lead, mercury, tin, iron, antimony, 
ete’. . . The translation ‘is exceptionally well 
done, the English version being smooth and fluid 
. .. All in all, this is a very worth-while pub- 
lication and is recommended as a distinct addi- 
tion to anyone’s library.” Marx Hirsch. 

Technology review, Jan. 19438, p.124. %4 col. 

“The first printed book that sought to cover 
the whole field of metallurgy. Agricola thought 
well enough of it to incorporate sizable sections 
of it without attribution into his famous De Re 
Metallica. Biringuecio wrote with a plan clearly 
in mind; his book is orderly, his approach ob- 
jective and systematic. He must have been a 
good teacher of his apprentices, for he shows 
in every turn of phrase a sincere anxiety that 
the reader shall understand what he has said, 
why he has said it, and how it bears on ma- 
terial later to be discussed. He draws generously 
on both his own experience and the experience 
of others as he was able to observe it during his 
active practice. Beyond this, he was 400 — 
ago setting an example of the insistence —_ 
accuracy and care which marks good technological 
work today.” 

Bogert, L. Jean. Good nutrition for 
everybody. 165p. Univ. of Chicago Press, 


Chicago, $1.50. 
Practical home economics, Jan. 1943, p.30. % 


col. 

“Doctor Bogert says, ‘We live in a stirring pe- 
riod of history when it is the duty of every one 
of us to keep p fos mye | fit.’ So this small book 
is designed to help the layman keep fit, with spe- 
cial thought for the housewife who ‘now has a 
more me or" role [sic] to play than ever be 
fore’... The chapter on ‘What Foods Are Made 
Of? is a simple, interesting discussion of the 
several classes of foodstuffs and of nutrients, the 
mixture of these elements in everyday foods and 
what happens to them in digestion and absorp- 
tion. Other chapters tell which foods we depend 
upon for each factor together with tables giv- 
ing the portions of daily quota for a normal 
adult that are furnished by an average serving 
of common foods. The daily quota is given in 
percentages instead of the customary grams. Al- 
most a third of the book is devoted to recipes, 
drawn from many authorities, with an eye to 
food shortages and economical dishes. The nat- 
ural, easy style of presentation leaves the reader 
with a feeling of having had a pleasant chat on 
nutrition.” Lulu G@. Graves. 

Bolton, D. J. Electricity ig types. 47p. 


1942. Chapman & H., London, 5s. 

Electrical review, Dec. 11, 1942, col. 

“Looking forward to the immediate post-war 
period as particularly favourable to the ration- 
alisation of electricity supply charges, Mr. Bol- 
ton advocates the codification in a single au- 
thoritative document of the main lines of tariff 
construction. There is probably greater 
measure of agreement on the subject than might 
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appear to be the case superficially but, before 
this can lead to effective action, a more widely 
spread understanding of the nature and ineldenee 
of tariffs of all types is necessary. ‘This book 
... Surveys the chief examples of industrial and 
domestie tariffs, making sound recommendations 
in each case, and discusses the compromises at- 
tempted between the interests of seller and buyer 
in order to secure a sound commercial position 
for the undertaking and, at the same time, to 
devise a method of payment that is attractive 
to the consumer, due regard being paid to the 
competition of non-electrical methods and to the 
elasticity of the demand, i.e., its sensitivity to 
rice changes. Differences in these respects and 
n the scale of values attached to them by the 
two classes of consumer explain the inherent dis- 
similiarity between the forms of tariff’ employed 
in each case.” 

Electrician, Dee. 4, 1942, p.606. % col. 

“Intended to give its readers an understand- 
ing of the chief types of tariff in use in Great 
Britain to-day, and examples of recommenda- 
tions accompany the explanations. In his intro- 
duction, Mr. Bolton says that the book is a con- 
tribution to the preliminary spade work necessary 
before a tariff specification can be discussed, and 
though it is not a substitute for an official pro- 
nouncement on the subject, it may be of use in 
the preparation of one. The author has endeav- 
oured, with some real success, to clarify the tar- 
iff position and so to ‘mobilise opinion that 
standard types will emerge and become generally 
adopted or form the basis for compulsive ac- 
tion.’ Whether successful or not, there can be 
no doubt as to the importance of the aim.’ 


British Standards Institution. Spanish 
handbook on British industrial practice, 
edited by C. Le a? 1100p. The Insti- 
tution, London, 7s. 

Electrical review, ang ‘18, 1942, p.789. 35 col. 

“For over forty years the British Standards 
Institution has been collaborating with British 
industry in the industrial standardisation of ma- 
terials and manufactured products. The prog- 
ress achieved in the development and perfection 
of new materials, treatments and processes is 
told in the ‘Spanish Handbook on British Indus- 
trial Practice’ which the Institution has just 
published in the hope that it may usefully con- 
tribute to the education of young engineers and 
technicians in the Spanish speaking countries 
of South and Central America and also prove an 
efficient set-off to propaganda inimical to British 
interests. Some 250 leading British scientists 
and industrialists have contributed to the work 

. Sixteen full-page half-tone pictures depict 
notable engineering and industrial achievements, 
while further illustrations are provided by the 
250 pages of display advertisement contained in 
the 862-page ‘Buyers’ Guide’ which is issued as 
a supplement to the handbook.” 

Electrician, Dec. 11, 1942, p.682. 4 col. 


Butterfield, William H. Practical prob- 
lems in business correspondence. 85p. Pren- 
tice-Hall, New York, $2. 


= of business education, Dec. 1942, p.33. 


on workbook of forty assignments in every- 
day business correspondence designed to test 
the student’s imaginative and creative ability. 
Each problem describes a typical letter- writing 
situation in which the student may find himself 
when he enters business, such as situations deal- 
ing with credit, collection, adjustment, sales and 
other matters. Each unit presents all the cir- 
cumstances, particularly the practical and hu- 
man interest elements, and a list of suggested 
readings helpful in the composition of the letter 
assigned. Letterhead forms are designed to re- 
semble the actual letters the student would 
receive in business . . . A valuable teaching or 
testing tool which may be used with any source 
book in the presentation of letter writing in 
& course in business English.” 


Carroll, Robert S. What price alcohol? 


A practical discussion of the causes and 
treatment of alcoholism. 362p. 1941. Mac- 


millan, New York, 12s. 6d. net. 

Nature, Dec. 12, 1942, p.675. col. 

“Deals with the alcohol problem mainly from 
the psychiatrist’s point of view . .. Recogniz- 
ing as he does that there is no specific treat- 
ment for alcoholism owing to the great variety 
among the sufferers from this condition, the 
author advocates the elaborate study of each 
individual case, laying special stress on the im- 
portance of a daily association of the psychiatrist 
with the patient ... Other subjects discussed 
... are the biochemistry of alcohol, alcoholism 
in women, the relation of alcohol to sexual life, 
the treatment of benign cases and, most im- 
portant of all, re-education. Drug treatment in 
the torm of sedatives, morphia and its associates 
are regarded as unnecessary. The work is illus- 
trated by the description of cases from the au- 
thor’s practice, some of which he has studied 
for fifty years.” 


Chamberlain, H. E. Marine radio oper- 


ator’s guide. 72p. Hutchinson, London, 5s. 

Wireless engineer, Dee. 1942, p.554. 8 1. 

“Not intended as a training manual but as 
an introduction to the scope of an operator's 
duties at sea and to provide the ‘apprentice’ with 
information regarding his status ‘that would 
otherwise take him many voyages to acquire.’ 
Of the sixteen chapters eight deal briefly with 
the technical aspects of his job.” 


Cheronis, Nicholas D. Semimicro and 
macro organic chemistry; a _ laboratory 
manual. 388p. 1942. Crowell, New York, 
$2.75. 
ug and cosmetic industry, Dee. 1942, p.685. 

» col 

“The arrangement of the material in the man- 
ual is made according to the following plan: In 
the first part an attempt is made to introduce 
the students to the elementary technics, such as 
erystallization of solids, distillation of liquids, 
determination of boiling and melting points and 
of refractive indices, necessary for the prepara- 
tion and properties of the simpler groups of or- 
ganic compounds. The preparation of one or 
more compounds from each group serves to illus- 
trate the general principles involved. This is 
followed by a systematic study designed to illus- 
trate important group properties and variations 
of these among members of the same group. 
Beginning each experiment there is a brief intro- 
ductory explanation relating the material of 
the experiment to the previous knowledge of the 
student and also orienting him to the work to 
be done. The latter part of the manual is de- 
voted to compounds of greater complexity.” 
“an of chemical education, Jan. 1943, p.51. 
Col, 

“If only two key words descriptive of this 
manual could be written, they should be ‘fasci- 
nating’ and ‘practical.’ One aspect of its fas- 
cination lies in its clarity of format, type, 
theoretical discussions, directions, and especially 
of illustrations; i.e., the line drawings of ap- 
paratus are splendidly done, with all the bases 
and supports of iron filled in solid, to avoid 
confusion with the glass and rubber portions of 
the equipment. Looking at the easily constructed 
semimicro pieces of apparatus here depicted, we 
are immediately thrilled with their potentialities, 
and with the desire to make some right away. 
The practicality of the volume arises not only 
from the above features, but also from the wide 
selection of alternative experiments offered, both 
for macro- and for micro-manipulation. Hence 
this is 2 book for those laboratories which are 
now making the transition from the larger to 
the smaller kinds of apparatus, which have to 
use substitutes because of scarcities of apparatus 
and chemicals, and which have students of highly 
variable capacities for laboratory achievement.” 
David Lyman Davidson. 

Science, Jan. 8, 1943, p.44. % col. 

“This laboratory manual, containing semi- 


| 
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micro and macro methods of 70 organic prepara- 
tions, constitutes the first systematic and prac- 
tical application of semimicro methods of experi- 
mentation to general organic preparative meth- 
ods. The author, beyond any doubt, demon- 
strated ‘that it is possible to attain all the 
objectives of laboratory practice in elementary 
organic chemistry, using the semimicro technic’ 

his laboratory manual, although still 
retaining one macro method for each procedure, 
must be heralded as a landmark in the field 
of organic chemical experimentation which may 
be expected to lead eventually to a complete 
replacement in the teaching of macro methods 
used heretofore in this field, thus paralleling the 
successes of semimicro methods in qualitative 
inorganic and of the micro methods in quantita- 
tive organic analysis.”” Joseph B. Nicderl. 


Clute, William N. Common names of 
plants and their meanings. Ed.2. 164p. 1942. 
The Author, Indianapolis, Ind., $3. 

Journal of the New York Botanical Garden, 
Dec. 1942, p.303. % col. 

“Stories of many of the curious 
plants, such as samphire, St. John’s-wort, and 
dog-tooth violet (member of the Lily family), 
of the 55 plants that are named for the devil, 
and of numerous plants named by or for the 
Indians of North America are told. Altogether 
about 600 common names, chiefly of wild plants, 
are treated. The principal change in this new 
edition of Clute’s familiar work lies in the 
changing of the botanical names to agree with 
Bailey’s ‘Hortus II,’ which, because of the care- 
ful research which is known to have gone into 
it, is becoming more and more the accepted 
authority for writers on botanical subjects. Mr. 
Clute still, however, capitalizes geographical 
ae names—a practice long ago gone out 
of date.” 


Cohen, I. Bernard. Roemer and the 
first determination of the velocity of light. 
63p. 1942. Burndy Library, Inc., 107 East- 
ern Blvd., New York, 50c. 

Popular astronomy, Dec. 1942, p.572. 3% col. 

“A new series of publications devoted to out- 
standing scientific discoveries has been auspicious- 
ly launched by the Burndy Library, with a brief 
study that is important for the history of physics, 
astronomy, and optics. The subject is Ole 
Roemer’s refutation almost three centuries ago 
of the traditional doctrine of the instantaneous 
propagation of light and his determination of 
its finite velocity ... A useful bibliography and 
index brings [sic] this little volume to a close. 
The Burndy Library is to be complimented on 
the attractive format in which it has presented 
its first offering. It is to be hoped that the 
same high physical and intellectual level will 
be maintained in its forthcoming publications, 
Galvani’s Electrical Force in Muscular Move- 
ment, Kepler's New Star, and Copernicus’s Rev- 
olutions.” 

Sky and telescope, Jan, 1943, p.19. 1 col. 

“Opens with a summary of the ideas concern- 
ing the velocity of light that were entertained 
by leading scientists and philosophers in Greek 
antiquity, the Christian and Muslim middle ages, 
and the formative period of modern thought. 
From Aristotle to Descartes, a period of 2.000 
years, there were but few dissents from the 
prevailing belief in the instantaneous transmis- 
sion of light ... Roemer’s additional contribu- 
tions to astronomy and the other sciences, par- 
ticularly his notable improvements of observa- 
tional instruments, receive some attention in the 
present work. A contemporary portrait of him 
is reproduced: so is a plate showing the transit 
instrument which he invented. <A_ useful bib- 
liography and index are provided. But mis- 
prints give evidence of hasty proofreading ... 
Despite these minor blemishes, however, the 
book will be widely welcomed, since it relates 
succinctly and divertingly one of the most impor- 
tant discoveries underlying modern science.” 
Edward Rosen. 


names of 


Colbert, J. C. A shorter course in or- 
ganic chemistry. Ed.2. 355p. 1942. Apple- 


ton, New York, $3.75. 

Journal of the American Chemical Society, 
Dec. 1942, p.8063. 1 col. including another re- 
view. 

“Begins with a chapter on the theoretical 
basis of organic chemistry which includes such 
topics as the Bohr atom, the codrdinate and 
covalent bond, the valence of carbon, resonance, 
isomerism (structural, dynamic, optical and 
geometrical), classification as aliphatic, aromatic, 
and heterocyclic, and the importance of analysis 
and physical constants of organic compounds 

. The aim of the author is to develop the 
fundamental theory slowly but thoroughly in 
about the first third of the book and then give 
the remainder as a rapid survey. ‘The book con- 
tains many excellent charts, directions for study 
and numerous questions. A short appendix gives 
the methods of calculating yields and the for- 
mulas of compounds,”’ Avery A. Morton, 


Collins, Truman W. See Loggers’ hand- 
book. 


Cork, James M. Heat. res. revised. 
294p. Harper, New York, $3.50. 

Professional engineer, Dec. 1942, p.51. 10 1. 

“This is by far the best book on Prreat this 
reviewer has seen especially since the second 
edition has been very much improved by care- 
ful revision . . . It is really remarkable how 
much information the Author has been able to 
crowd into 294 pages. An outstanding book 
on the subject it treats.” 


Crispin, F. S. Dictionary of technical 


terms. 373p. Bruce, Milwaukee, Wis., $2.50. 
Modern machine shop, Dec. 1942, p.361. 


1. 
“Designed for use by students, draftsmen, me- 


chanics, builders, chemists, printers . . elec- 
tricians, and workmen generally, this dictionary 
has been prepared for the purpose of assisting 
such men in obtaining an understanding of the 
technical terms with which they come in daily 
contact. According to the author, definitions of 
many of the terms listed in the book will not 
he found in any technical text nor in the aver- 
age dictionary even though they are, almost with- 
out exception, terms which are in use in sec- 
tions of the United States. No attempt has 
been made to include all the technical terms in 
any field of endeavor, but the purpose has been 
to make the scope broad enough to give the 
workman that knowledge of trade nomenclature 
which will be extremely useful to him in the 
pursuit of his vocation.” 


Culbertson, James T. Medical parasitol- 
ogy. 285p. 1942. Columbia Univ. Press, New 
York, 

Drug and cosmetic industry, Dec. 1942, p.684. 

“Malaria, sleeping sickness, and other dread 
diseases caused by parasitic animals have for 
many centuries infected a large majority of the 
world’s population. But now, for the first time, 
they threaten many Americans in the armed 
forces, Whom global war has sent to the tropics 
and subtropics. For this reason all branches of 
the medical profession in the United States are 
viving increased attention to animal parasites 
and the diseases they cause. This volume 
describes individually the parasitic animals 
which have medical importance and points out 
the various manners by which they establish 
themselves upon human beings. The precise 
way in which man is injured by them and the 
accepted methods of diagnosing the infections 
are stated. Finally, the steps which man can take 
to prevent his infections are described, together 
with procedures which have proved effective 
for eliminating the parasites from persons al- 
ready infected. As a textbook for medical stu- 
dents and a handbook for medical practitioners, 
Dr. Culbertson’s concise but comprehensive 
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resume [sic] of medical parasitology will fill 
a definite need 

Journal of the American Dietetic Association, 

p.47. % col. 

his] new book is only remotely concerned 
with en Fs and dietetics, probably because, 
as the author states, ‘Little on the role [sic] 
of diet in resistance is yet established in the 
human helminthiases’ . . . In the chapter on 
prophylaxis there are three paragraphs of gen- 
eral comment on the need for inspection of food 
and water ... The bulk of the book is devoted 
to a résumé of the significant information on 
the animal parasites of medical importance— 
epidemiology, pathology, diagnosis, treatment, 
and prophylaxis.” 

Dake, H. C., & De Ment, Jack. Ultra- 
violet light and its applications. 210p. 1942. 
Chemical Pub., Brooklyn, $3.25. 

Chemist, Dec. 1942, p.3847. % col. 

“Describes the numerous practical applic- 
tions [sic] found for ultra-violet light and fluor- 
escence in the industries, sciences, and arts. Only 
the most important of the innumberable prac- 
tices and the methods believed to hold the widest 
practical application and possiblities for future 
development are discussed. Chapter headings 
include: Criminology and Police Science; Mili- 
tary Applications; Advertising—Display—The- 
atrical; Medical Sciences; Microscopy—Research 
—Education; Chemistry; Spectroscopy; Petro- 
leum and Mining, and a list of sources of supplies 
including ultra-violet light units, luminous paints, 
fabrics, minerals, filters and phosphors. <A_ ref- 
erence list of fifty-six books is also of interest. 
Those interested in the practical applications of 
ee light will find much information of 
value.” 

Food industries, Nov. 1942, p.95. 4 col. 

“Because ultraviolet light has some applica- 
tions in food analysis, this book may be of prac- 
tical value to food technologists and chemists. 
While most of the book is devoted to uses of 
ultraviolet outside of the food industries, there 
are chapters on its applications in microscopy, 
chemistry and spectroscopy. Chemical analyses 
of many types can be facilitated by the sub- 
stitution of ultraviolet light for white light, and 
the authors give specific instructions for testing 
for the presence of several organic and inor- 
ganic substances.” 


Davey, H. T. Jig and fixture design. P. 
Marshall, Berkshire, England, 3s. 3d. net. 
Machinery (London), Dee. 17, 1942, p.688. 


“In a book of this size, only the principal 
fundamentals of jig and fixture design can be 
covered, and, wisely, no attempt has been made 


to do more than this. It is pointed out by the 
author that advanced theoretical engineering 
knowledge is seldom necessary in this subject, 
but a thorough understanding of machine shop 
practice and workshop technology is essential. 
Drilling jigs, boring jigs, milling fixtures and 
planing fixtures are dealt with in some detail, 
and some typical examples of each are given.” 


Davies, J. S. See Needham, Joseph, & 
Davies, J. S., ed. 

“Decibel.” Wireless terms 
Ed.2. 74p. Pitman, London, 2s. 6d. 

Wireless engineer, Dec. 1942, p.554. 7 1. 

“Gives simple explanations of wireless terms 
in common use. Many of the explanations are 
amplified by the addition of practical informa- 
tion and diagrams. A number of additional 
ay Any been added to bring this edition up 
date.” 

Deyoe, George P., & Ullrich, F. T. Get- 
ting acquainted with agriculture. 736p. 1941. 
Interstate, Danville, Ill., 

Journal "of the New York Botanical Garden, 
Dec. 1942, p.299. % col. 

“Whether we live in city or country, we are 
all dependent upon the products of the farm: 
hence a clearer concept of farming and rural life. 


on the part of city people, would do much to 
bridge the gap of misunderstanding that has 
long existed between these two groups. The be- 
ginning chapters of this book, which emphasizes 
the importance of agriculture to all citizens, 
whether rural or urban, deal with life on the 
farm, rural youth and the back-to-the-land 
movement. Rural organizations are discussed as 
well as the opportunities the farm and rural 
community offer to young people . . . Competent 
teachers of background, orientation, and voca- 
tional courses should find the book helpful; rural 
school teachers, 4-H Club leaders and others in- 
terested in the welfare of rural young folk wil] 
find here source material for directing the activi- 
ties of their group. City people who plan to 
move to the country will find much in ‘Getting 
Acquainted With Agriculture’ to help them ad- 
just themselves and their families to a new 
mode of life.” L. M. Stephens. 


Directory of medical specialists certified 
by American boards. Ed.2, enlarged. 1942. 


Columbia Univ. Press, New York, $7. 

Pennsylvania medical journal, Nov. 1942, 
p.171. % col. 

“This book is not only a directory to medical 
specialty but is also an index to a trend in med- 
ical development ... Needless to say, the value 
of this book to a nation at war is tremendous... 
A separate section is devoted to each American 
board, with both a geographic and a biographie 
listing of its diplomates. In addition, there is 
a complete alphabetical list of all the diplomates. 
In this list there are addresses and indications 
of specialty certification, while in the geographie 
section complete biographiec information is given. 
The organization and examination requirements 
of each of the American boards are explained 
in full... It has so many practical uses that 
it is certain to be an indispensable reference 
tool for thousands of individuals and organiza- 
tions.” 


Doodson, A. T., & Warburg, H. D. Ad- 
miralty manual of tides. 270p. 1941. H. M. 


Stationery Office, London, 12s. 6d. net. 

Nature, Nov. 28, 1942, p.615. 314 col. 

“The numerous and important developments 
in our knowledge of the tides that have been 
made in recent years are largely hidden away 
in technical journals. There has been but little 
written for those who wish to know something 
of the tides and their causes without working 
through the heavy mathematies whieh nusuaily 
surrounds the subject . There is clearly room 
for a book, which, while it does not avoid mathe- 
maties altogether, yet steers a middle course be- 
tween the formal treatise and the popular ae- 
count for the non-scientific reader, and also 
incorporates the developments of the last thirty 
years. Such a book is the ‘Admiralty Manual 
of Tides’ . Written with a dual purpose. It 
is first to give a scientific account of the tides 
for the use of hydrographic surveyors and naval 
officers, and to give it in sueh a form that it 
may be readily applied . . . Secondly. for those 
who wish to avoid mathematies, there is a con- 
nected account, based principally upon geomet- 
rieal diagrams, that is complete in itself. The 
mathematical paragraphs are marked with aster- 
isks and can be skipped without vitiating the 
main argument. The diagrams are numerous and 
ingenious, and no pains have been spared to make 
clear the various points ... It is a work which 
will have great value and influence in schools 
of navigation and geography, and will prove in- 
teresting reading for those who seek knowledge 
for its own sake. It removes many fallacies and 
misunderstandings which have persisted, and it 
presents the subject in a new and clearer light. at 
once interesting and correct.” G@. R. Goldsbrough. 


Engineering questions and answers. v.3. 
176p. 1942. Emmott, Manchester, England, 
6s 


Automobile engineer, Nov. 1942, p.488. ¥% col. 
“A feature of The Mechanical ‘World has for 
many years been a section devoted to questions 
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and answers and this is the third volume which 
puts a selection of these into permanent form. 
Though the subjects cover a wide field, most 
engineers will find much of interest and value. 
All answer some practical problem in general 
engineering. Many appertain to workshop prac- 
tice, but others touch upon such diverse subjects 
as acetylene as fuel, air agitators, water level 
alarms, calibration of ammeters, spark arresters, 
to select only items indexed under the first letter 
of the alphabet.” 

Evans, E. A., jr. 
of the vitamins. 

Fabricant, Noah H. Nasal medication; 
a practical guide. 122p. Williams & Wil- 
kins Co., Baltimore, $2.50. 
go and cosmetic industry, Dec. 1942, p.685. 
36 col. 

“The first book to be published on nasal medi- 
cation, provides fundamental facts and definite 
clinical instructions that are both urgently 
needed, The use of nasal medication has become 
exceedingly widespread. It is employed for the 
relief of such prevalent complaints as sneezing, 
nasal obstruction, discharge, tickling, ae 
itching and dryness ... Dr. Fabricant’s book, 
by providing essential data and concise descrip- 
tions of practical methods, enables physicians to 
prescribe the established best in local nasal 
therapy. It will serve investigators and others 
interested in up-to-date nasal medication as a 
source of ready reference.” 


Farquharson, E. L. Illustrations of sur- 
gical treatment; instruments and appliances. 
Ed.2. 392p. Livingstone, Edinburgh, 25s. 


net. 
Pharmaceutical journal, Nov. 


See Biological action 


21, 1942, p.172. 


col. 
“In an appendix running to 120 pages remark- 


abiy clear illustrations are given of hundreds of 
surgical instruments with explanatory notes on 
their uses. The major part of the book (pp.262) 
describes the setting up of fractures and the 
reduction of dislocations, and the reader is 
helped by the aid of 317 illustrations, the great 
majority being half-tones from actual photo- 
graphs. The information given is mainly that 
required after the patient has reached the hos- 
pital, but in a number of instances it can be used 
at the site where the injury took place.” 


Fitch, W. K., comp. & ed. Gas warfare; 
a monograph for instructors. 103p. Pharma- 
ceutical Press, 17 Bloomsbury Square, Lon- 
don, W..C.. 1, 2s; 6d. 

Pharmaceutical journal, Dee. 12, 1942, p.196. 
1% col. 

“The Preface to this booklet states that the 
objects in its compilation are: (1) To group to- 
gether information normally scattered through- 
out various publications; and (2) The provision 
of chemical and pharmaceutical material of a 
more detailed character than that found in the 
official and unofficial memoranda on gas _ war- 
fare. Both these objects have been achieved, 
and the Pharmaceutical Press are to be con- 
gratulated on the production of a valuable mono- 
graph for the use of instructors in gas warfare, 
both for Civil Defence and Home Guard purposes, 
who should know much more about the subject 
than the mere essentials which they are required 
to teach. A technical knowledge of a chemical 
nature such as that contained in the booklet will 
be invaluable to any gas instructor who, to 
quote again from the Preface ‘requires a_ well- 
defined background of knowledge and anecdote 
if he is to convey in an interesting manner the 
right type of information to his class, and to 
get the trainee to view the gas menace through 
the eyes of the chemist as something that need 
cause no anxiety’.”” W. H. Cadman. 


Foster, P. Field. Mechanical testing of 
metals and alloys. Ed.3, enlarged. 317p. 
1942. Pitman, London, 18s. 


Journal of the Institute of —. Nov. 1942, 
abstracts, p.384V. 11 1. 

In the present edition certain sections have 
been enlarged and brought up to date, notably 
the section dealing with notched-bar impact test- 
ing. A short section has also been added giving 
a brief description of damping capacity in metals. 
Everyone interested in the mechanical testing of 
metals will find this book of value. In these 
days the whole field of mechanical testing has 
become so extensive that specialization in one 
section is common. It is not to be expected that 
any work on the main subject will be able to 
cover in detail the work of a particular section 
to the complete satisfaction of the specialist in 
that section. It is, however, for many of us, 
necessary to get a general view of the whole field 
of mechanical testing and the inter-relation of 
the various sections. It is in giving us this view 
in an eminently practical manner bored the pres- 
ent work has real merit.” J. McKeo 

Machinery (London), Dec. 17, 1942, p.688. % 
co 

“Phis is a book which is at —_ practical, 
theoretical and up-to-date. It will admirably 
supplement some of the older classics on the sub- 
ject. No fundamental item of knowledge essen- 
tial to an understanding of the subject appears 
to have been omitted . . . The subjects dealt 
with include the effects of heat-treatment on the 
structure and the physical properties of metals; 
testing machines, testing, extensometers and re- 
corders; hardness testing; and repeated stresses. 
In addition the elastic constants, the testing of 
wire and sheet metals and creep have received 
attention. Tables of the properties of metals 
and alloys are appended. The work is fully and 
clearly illustrated and the text matter well ar- 
ranged. It will be found of great use, not only 
to practising engineers and designers but to engi- 
neering students.” 


Fox, E. Cecil Evans. Stratosphere fly- 
ing. v.l. 64p. Aeronautical Institute of 
Canada, Dept. F., 31 Willcocks St., To- 


ronto, Ontario, $1. 

Western flying, Jan. 19438, p.139. %4 col. 

“The aim... has been to give an outline of 
aeronautics especially useful to flyers, air trav- 
elers and air cadets. It is not a book that can 
be read through and understood in a few hours, 
but one that will have to be studied for a con- 
siderable period of time .. . Divided into sec- 
tions and the fourth section ... is an adventure 
in theory of a flying boat from Greenwich to the 
Marquesas in the South Seas, 9,000 miles non- 
stop at 400 m.p.h . . . Illustrated throughout 
with tables, diagrams and photographs.” 


Furnas, C. C. See Rogers, Allen, ed. 


Goad, Edgar Ford. American Diese] en- 
gines. 313p. 1942. Harper, New York, $2.75. 
Agricultural engineering, Dec. 1942, p.400. 4% 


ol. 

“Includes both general and detailed instruc- 
tions on specific engines and equipment, illustrat- 
ing those most generally used in the United 
States at the present time ... Three chapters 
explain the basic principles of diesel [sic] 
engines and their fuels, and these and the next 
five chapters provide all the material needed by 
the intelligent diesel [sic] operator. The re- 
maining chapters supply the knowledge necessary 
for the all-around diesel [sic] mechanic, oper- 
ator, and repairman ... Gives ... a practical 
picture of the types of engines ... from a large 
marine engine to automotive diesels {sie] .. 
Also . . . instruction in the operation, repair. 
and overhauling of these engines.” 

Electrical world, Jan. 9, 1943, p.103. 7 J. 

“Practical treatment for vocational and ex- 
tension groups. Simplifies the thermodynamic 
basis; discusses fuel supply and ignition systems 
(with the requisite accessories), along with en- 
gine details; starting, operation, testing, mainte- 
nance are tersely treated in respective chapters.” 

Marine engineering and shipping review, Dec. 
1942, p.194, 196. %4 col. 
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“Prepared .. . as an introductory text for 
pupils of vocational and industrial arts classes, 
and for classes in internal combustion engines 
of the Army, Navy, Coast Guard and Air Services 
where general study of Diesel engines is to be 
followed by detailed instruction on_ specific 
engines . . . Written in non-technical language 
and covers fully the operation, maintenance and 
repair of American Diesel engines. The student 
and practical mechanic will find the book a valu- 
paane aid in marine, stationary and automotive 
work.” 

Military engineer, Jan. 19438, p.53. % col. 

Professional engineer, Dec. 1942, p.51. % col. 

“A splendid book for all engineers working on 
diesel [sic] engines . . . Covers everything of 
importance having to do with the installing, re- 
pairing and operating of diesel [sic] engines; 
nothing seems to have been over-looked .. . 
Illustrations and texts are well prepared.” 

Greenlees, A. E. Amplification and dis- 
tribution of sound. Second impression, re- 
vised. 256p. Chapman & H., London, 12s. 
net. 

Electrician, Dec. 18, 1942, p.665. 3% col. 

“This revised edition is an improvement on the 
first, but remains a technological reference book, 
one of practice, sometimes rough-and-ready, as 
many engineering jobs are, rather than theo- 
retical. ‘There are no subtle arguments, even the 
definition and consequent measurement of the 
gain of an amplifier is incorrect. but it might 
serve. There is scope for a book of this kind, 
because there is no other which covers this 
ground, and because literature is often wanted 
which can be read by a non-technical customer 
who may be able to grasp a tew essentials of 
sound reproduction but has neither time nor 
training for mastering details which must be 
the stock-in-trade of the specialist. The dia- 
grams are simple and clear, and while every 
page may be considered to contain controversial 
statements, there is nothing entirely wrong. The 
author uses what Capt. P. P. Eckersley calls the 
‘robust point of view,’ that a scheme is success- 
ful if it works and it pays the customer to use 

Grundy, R. H. Theory of practice of 
heat engines. 715p. Longmans, New York, 
18s. net. 

Engineer, Dec. 18, 1942, p.501. 3% col. in- 
cluding another review. 

“In his preface Dr. Grundy declares his aim 
to have been to provide a text-book which will 
cover the practical side of the subject and the 
accompanying theory to a stage from which an 
easy step may be made to more specialised books. 
This is most laudable and should be commended 
to other authors who are tempted to build a 
general and advanced treatment of the subject 
into a single ponderous volume ... Within its 
limits it is an extremely thorough piece of work 
and can well be recommended to the young stu- 
dent in evening and day classes alike. Its 715 
pages contain a wonderfully large mass of ma- 
terial... This volume is especially notable, not 
only for the carefully selected worked examples 
which it contains, but also for the excellent 
choice of the numerous unworked examples, 10 
each of which the answer is given. Dr. Grundy 
gives the reader good value for his money.” 


Guyer, Michael F. Speaking of man. 


Harper, New York, $3.50. 

Natural history, Dec. 1942, p.271. % col. 

“In this book a biologist speaks of man. For 
several years the American Museum has_ been 
urged to do something grand and _ striking in 
exhibits dealing with the Biology of Man. It is 
an intriguing idea that somehow the biology of 
man, if dramatically presented, would save the 
world of solving our social and economic ills. 
The tendency is to blame science for all that is 
wrong and yet to call upon scientists to set our 
house in order. This book presents a series of 
interesting chapters inspired by such challenges. 
The strongest chapters are ‘Science and its 
Critics,’ ‘The Rise of Intelligent Behavior,’ and 


‘Yhe Endocrine Control of the Body.’ The weak- 
est is the chapter dealing with the shortcomings 
of education, the chief exhibit being a series of 
college examination boners. Democracy receives 
attention on eugenic grounds, and the familiar 
charge is made that the ideal of democracy is 
abused when it gives the unfit freedom to 
increase in relative numbers.” C. W. 

Haughton, J. L. Bibliography of the 
literature relating to constitutional diagrams 
of alloys. 163p. Institute of Metals, London, 
3s. 6d. (Institute of Metals monograph and 
report series, no.2.) 

Iron and coal trades review, Dee. 18, 1942, 
p.1336. col. 

“Contains over 5,000 references to Papers deal- 
ing with the constitution of binary, ternary and 
higher alloy systems, both ferrous and non-fer- 
rous. References have been included not only to 
Papers of a purely constitutional character, but 
elso to many X-ray and physical-property studies 
of alloys, which have some bearing on the con- 
stitution ... It is intended that the bibliography 
shall be used in conjunction with the abstracts 
that the Institute has published since its foun- 
dation, first in the ‘Journal’ and then in ‘Metal- 
lurgical Abstracts’ (Series II) ; for convenience, 
therefore, references have been included to these 
abstracts, whenever such exist. The bibliography 
is thoroughly up to date and contains references 
to all Papers seen up to the time of going to 
press. It should prove invaluable to all research 
workers in metallurgy, works’ metallurgists, and 
others interested in the constitution of metallic 
alloys.” 

Metal industry, Dee. 4, 1942, p.863. 25 col. 

Hawthorne, Kenneth C. How to get 
ahead in a defense plant. 270p. Crowell, 
New York, $2.50. 

Soremieree and trailer travel, Jan. 1943, p.22. 

col. 

“The purpose of this book is to prepare you 
for a job in a defense or war industry plant or, 
if you already have such a job, to better your 
chances for advancement ... Can you read blue- 
prints? Do the simple mathematical problems 
involving fractions, decimals, angles and the like 
baffle you? Do you know enough about iron and 
steel and alloys to work with them efficiently? 
How about tools and delicate instruments—can 
you care for and use them properly? Do you 
know about magnetic testing, tensile testing and 
the various other important test methods? Are 
you sufficiently familiar with wood, with plastics? 
All these vital subjects and a great deal more 
are in this book, explained to you in language 
that is straightforward and stripped of con- 
fusing technical phraseology. And, when words 
aren’t enough to put over a point, there are more 
bey a drawings and photographs to do the 
trick.” 

Scientific American, Feb. 1943, p.92. 11 1. 

“How to read blueprints; what to know about 
iron and steel; how to do simple mathematics: 
what should be known about simple alloys; tak- 
ing measurements; wood and wood finishing; 
eare of tools; knowledge of plastics; use of spe- 
cial instruments; lubrication. All these, and 
more, are delineated for the benefit of war plant 
workers by an author who has had a broad tech- 
nological education and experience . . . Over 
150 illustrations; index.” A. D. R., IV. / 

Hesse, Herman C. Manual in engineer- 
ing drawing. 118p. Macmillan, New York, 


$1.50 unbound. 

Product engineering, Jan. 1943, p.60. % col. 

“Planning as a text and problem manual for 
defense training and first-year college courses. 
Essential principles of descriptive geometry are 
presented before those of engineering drawing 
but the order of presentation can be reversed 
if desired. Three course outlines are included to 
fit the needs of a regular college course, another 
for detail and junior draftsmen and engineering 
assistants, and a third for machinists and shop 
men.” 
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Himus, Godfrey W. Fuel testing; lab- 
oratory methods in fuel technology. 282p. 
Ed.2, rewritten. L. Hill, London, 21s. net. 

British steelmaker, Dec. 1942, p.877. 10 1. 

“With the exceptional demand for fuel econ- 
omy at the present time, this book should be 
of particular value to fuel technologists. It... 
contains much additional work which has been 
carried out on methods of sampling and analysis 
of both solid and liquid fuels since the first 
edition was published in 1982.” 

Jron and coal trades review, Dee. 4, 1942, 
p.1262. % col. 

“The author has completely rewritten 
the book, which has in consequence grown by 
nearly 50 per cent . . A knowledge of the 
principles set out in this work should be ac- 
quired by all trading, handling or using the 
principal solid and liquid fuels now on the mar- 
ket ... For those who have used the first edition 
as a guide and manual, it may usefully be added 
that in the second edition the general scheme 
of the first edition has been followed, with cer- 
tain modification, e.g., the omission of the intro- 
duction and the chapter on the classification of 
coal, and the addition of a chapter on com- 
bustion calculations. For the guidance of pros- 
pective converts to rational fuel technology, the 
following list of chapters will be useful: Samp- 
ling coal for analysis; proximate analysis of 
coal; ultimate analysis of coal; miscellaneous 
determinations; calorific value of solid and 
liquid fuels; carbonisation assays of coal; min- 
eral matter in coal; analysis of coal ash; fusion 
point of coal ash; gas analysis; calorific value 
of gases; tests on liquid fuels; technical pyrom- 
etry; section of coal for industrial uses, and 
combustion calculations,”” 

Steam engincer, Dec, 1942, p.84. %4 col. 

“The author... is a lecturer in fuel tech- 
nology at the Imperial College of Science and 
Technology and as such has had considerable 
experience of the subject he writes upon, which 
should be of great assistance to the reader and 
help him to realise how important it is to make 
a closer study of this subject.” 

Hirst, A. W. Applied electricity. 286p. 
Blackie, London, 15s. net. 

Hlectrician, Dee, 4, 1942, p.606. % col. 

“The author of this book is chief lecturer in 
electrical engineering at the College of Tech- 
nology, Leicester, and his purpose in writing 
it was to produce a volume covering the syllabus 
in Applied Electricity in Part I of the London 
B.Se. (Engineering) ‘Examination. This he has 
done very successtully, and the book includes a 
large number of examples, both worked and un- 
worked, from recent papers ... The text is 
clear and well put together, while the numerous 
figures and drawings are reproduced of such a 
size that their examination is neither difficult 
nor tedious. With so much emphasis being laid 
upon State Bursary schemes, Engineering Cadet- 
ships and the need for future technical man- 
power, this book will find a ready market among 
the large number of students finding their way 
to the colleges and universities. They will not 
be disappointed in its contents.” 


Hubbell, Richard. 4000 years of tele- 


vision. 1942. Putnam, New York, $2.25. 

Electronics, Dec. 1942, p.180. % ¢ 

“An excellently written book the 
attention of the engineer. To the layman its 
reading should be regarded as a fascinating eXx- 
perience because it brings in nontechnical, yet 
precise terms the history “and the development. of 
one of the most miraculous sciences. Mr. Hub- 
bell comes well prepared for his task; for many 
years he has devoted his time and ambition to 
television. At present he is in charge of CBS’ 
Television News Dept. and is a commentator with 
an appreciable following. It is being said that 
political and geographical history has [sic] to 
be written again and again, but television’s his- 
tory shall remain the result of several important 
sciences combined into one, and it ) found a 
capable interpreter in Mr. Hubbell.” B. D. 


Hund, August. Frequency modulation. 
375p. 1942. McGraw, New York, $4. (Radio 
communication series.) 


Electrical world, Jan. 9, 1943, p.103. 9 1. 

“Clarifies differences between phase, ampli- 
tude-, and frequency-modulation systems as to 
phenomena, technique and application. Uses 
Bessel functions but sets up applications so they 
can be made intelligently without recourse to 
derivations, Auxiliary and segregating equip- 
iments, FM transmitters and receivers, antennas 
are accorded independent chapters.” 

Journal of the Franklin Institute, Jan. 1943, 
p.99. col. 

“The replacement of a signal current amplitude 
modulation with a modulation cycle of frequency 
variations has opened a new field in radio com- 
munications, featured mainly by high fidelity 
transmission and avoidance of interference. As 
this new means of radio communication is further 
applied commercially there undoubtedly will be 
a need by many interested in radio to become 
acquainted with the engineering aspects of the 
subject. A thorough knowledge of the principles 
is essential to an appreciation of the design of 
the apparatus. This book presents those prin- 
ciples and shows their application in commercial 
apparatus... A feature of the book is the care- 
ful, detailed coverage, which is so necessary. It 
is up to date and should be valuable to the pres- 
ent understanding and future development of the 
subject.” R. H. Oppermann. 

Radio-craft, Dec. 1942, p.191. % col. 

“An engineering text covering basic principles 
of frequency modulation, and the design of com- 
mercial apparatus and antennae for the trans- 
mission thereof. Intended primarily for broad- 
cast engineers, and designers of transmitters and 
receivers, the work will no doubt be regarded as 
un exhaustive reference by the advanced stu- 
dent and experimenter. While highly technical, 
the book contains excellent diagrams and graphs 
in generous amounts to illustrate the ideas and 
concepts discussed in the text. This is a feature 
which the serious reader will appreciate, for 
he has so often come up against works which 
lack sufficient illustrative matter. The author 
stresses the fact that frequency modulation con- 
sists of high-fidelity transmission, and modula- 
tion that is free from the interference that oc- 
curs with transmission by means of carrier cur- 
rents, and that the practical applications 
described follow closely good present-day engi- 
neering practice.” 

Radio news, Jan. 1943, p.386. 3% col. 

“The purpose ... is to present an engineering 
text on F.M. covering both basie principles and 
the design of commercial apparatus. The prac- 
tical applications that are prescribed follow 
closely good present day engineering practice. 
The text is divided into five chapters and an 
appendix. The first deals with fundamental 
relations and discusses noise interference and 
wave propagation in the upper megacycle range 
of carrier frequencies, which are of concern in 
F.M. systems. Chapter 2 deals with auxiliary 
apparatus such as frequency modulators, fre- 
quency discriminators and amplitude limiters. 
Chapter 3 gives descriptions of all commercial 
F.M. transmitters manufactured in this country. 
Chapter 4 gives a detailed description of F.M. 
receivers. Chapter 5 deals with receiver and 
transmitter aerials as well as with features such 
as are being used in the range of frequencies 
assigned to F.M. stations. This up-to-the-minute 
treatise is a most valuable reference and study 
guide, and should be included in every engineer’s 
library. It will also serve admirably as an in- 
formative text book for the student.” 


Institute of Petroleum. Standard meth- 
ods for testing petroleum and its products. 
Ed.4, revised. 399p. 1942. Imperial College 
of Science and Technology, Prince Con- 
sort Rd., South Kensington, S.W.7, Lon- 
don, 15s. 
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Automobtle engineer, Dec. 1942, p.545. 14 col. 

“The usefulness of “the book has been increased 
by the inclusion of methods of —. diesel 
[sic] index and viscosity index, tables for the 
conversion of kinematic viscosity to Redwood 
viscosity, and also of various methods standard- 
ised by the American Society for Testing Ma- 
terials. These include colour by Saybolt chrom- 
ometer, Cleveland flashpoint, gum stability, avia- 
tion fuel knock- — and the centrifuge method 
for sediment in fuel oil. Certain tests which 
were published in the third edition, but which 
are no longer in general use, have been omitted 
from the new edition.” 


Jackson, J. Hugh. Accounting princi- 
ples. 767p. 1942. Charles R. Hadley Co., 
Los Angeles, $4.80. 

pm C. A. bulletin, Jan. 1, 1943, section 2, 
Pp. 


“This elementary college text offers a thor- 
ough treatment of accounting fundamentals, sup- 
plemented by modern techniques encountered in 
practice. ‘The material is developed logically 
from an initial study of the balance sheet equa- 
tion, followed by the profit and loss statement, 
the ledger, the special journals, scientific account 
classification, control mechanisms of various 
types, and specialized aspects of current busi- 
ness activity, such as consignments, installments, 
branches and the retail method. The manufac- 
turing records and accounts, the voucher system 
and the significant accounting features of taxes 
are also given special consideration. New de- 
velopments are reflected in chapters dealing with 
pay-roll tax accounting, and expense distribution, 
and in sections on machine accounting, strip 
form unit records, ete. ‘The exercise material 
consists of supplementary questions and prob- 
lems at the close of each chapter, and two prac- 
tice sets which are sold separately from the 
text.” 

Jaeger, Edmund C. Desert wild flowers. 
Ed.2, revised. 322p. Stanford Univ. Press, 
Stanford Univ., Calif., $3.50. 

American forests, Nov. 1942, p.522. 11 1. 

“Seven hundred and sixty-four desert plants 
are described and illustrated in photographs or 
line drawings in this revised edition of the most 
complete work ever published on the fiora of the 
far Southwestern American deserts. Dr. Jaeger 
knows these deserts intimately, and has spent 
many years in their study, always with sketch- 
book and pencil at hand .. . Includes a key, 
which will be a valuable aid in identification.” 


Jordanoff, Assen. The man behind the 


flight. 308p. Harper, New York, $3.50. 

Aero digest, Dec. 1942, p.3808. 35 col. 

“Provides a complete and authoritative course 
of instruction for the ‘10 men on the ground who 
are responsible for each plane in the sky’. . 
Step by step this book guides the aviation eratts- 
man through the fundamentals of ground instruc- 
tion. Conscientious study will increase the 
effectiveness of all who build and repair our 
airplanes.” 

Aeronautical enginecring 1942, 
p.85. col. 

“A primer for the men who build airplanes and 
keep them in flight. It affords an extensive 
course of instruction in the construction of the 
airplane and the functions of its various systems. 
Using a pictorial method of teaching, it shows 
how to read mechanical drawings and _ blue- 
prints and also imparts facts about physics, 
mechanics, hydraulics, and electricity . . p- 
pended . . . is a group of photographs which 
presents a pictorial survey of aviation. In addi- 
tion to famous people connected with aviation, 
this includes photographs of various types of 
pioneer and current model planes . . . bombers, 
fighters, transports, and others.” 

American aviation, Dec. 15, 1942, p.29. % col. 

“This work is described as ‘a ground course 
for aviation mechanics and airmen,’ but a more 
complete description would indicate the book’s 
usefulness to ‘the men who are building our air- 


review, Dee. 


planes and keeping them in flight.’ There are 
more than 3800 exact drawings. The text tells 
the reader how to read mechanical drawings 
and blueprints easily and accurately, and pro- 
vides some of the fundamental facts about 
physics, mechanics, hydraulics and electricity. At 
the end is a compact history of aviation, and 31 
pages of photographs of important airplanes and 
personalities since 1903. ‘There is distinctly 
less commercialism in this new Jordanoff book, 
which is in its favor. It should do as well in 
sales as several of its predecessors, for, after 
all, there are 10 men on the ground to every 
one in the air and much more popularized and 
simple reading material is needed for those who 
must keep the planes in first-class shape.” 


Kenison, Ervin, & McKinney, James. 
Mechanical drawing. New edition, revised 
by Tom C. Plumridge. 330p. American 


Technical Soc., Chicago, $2. 
American machinist, 10, 1942, p.1482. 


col, 
ue plant engineering, Jan. 1943, p.138, 140. 


“A practical how-to-do-it book, developed for 
the use of extension students as well as for home 
study, high school vocational school, trade school 
and evening school classrooms .. . Divided into 
14 sections covering instruments and materials, 
lettering, geometrical definitions and problems, 
symbols and conventions, working drawing prin- 
ciples, projection, hidden parts, sections and 
drawing to scale, working drawings, and rules of 
projection, intersections, developments and isome- 
tric and oblique projection. At the end of each 
section are problems and exercises and there are 
402 pen and ink drawings.” 

Tool engineer, Jan, 1943, p.196. 14 col. 

Keyes, D. B., & Deem, A. G. Chemical 
engineers’ manual. 220p. 1942. Wiley, New 
York, $2.5. 

Paper trade journal, Dec. 10, 1942, p.40. 8 1. 

“The first section contains equations in fluid 
flow, heat transfer, diffusional operations (ab- 
sorption, humidification, drying and distilling), 
filtrations and settling. The second section is 
devoted to tables of logarithms, integrals, steam, 
specific heat, thermal conductivity, viscosity, 
vapor pressure, critical constants, safe loads and 
conversions factors.” 

Professional engineer, Dec. 1942, p.538. 14 col. 

“This handy book is a library within itself and 
contains equations and tables which are con- 
stantly used by practicing engineers. The very 
size of the book will cause it to be in great de- 
mand. Obviously the material has been taken 
from well known text books and handbooks. . . 
Symbols are standardized throughout. Chemical 
Engineers and others engaged in the chemical 
industry should find this book of assistance and 


value. 
Kortright, F. H. Ducks, geese and 


swans of North America. American Wild- 
life Inst., Washington, D. C., $4.50. 


American forests, Dec. 1942, p.570. % col. 

“This is a book for which the waterfowler has 
long waited. It is also the book for the scientist, 
naturalist and bird-lover in that it describes 
with scientific accuracy every species of duck, 
goose and swan inhabiting the waters of this 
continent. The delightful style of the author is 
augmented by the masterful drawings. To make 
the book the most complete in its class, Dr. Ira 
N. Gabrielson has written a chapter on 
Conservation, and Frederick C. Lincoln 
two chapters on Migration, Flyways and Band- 
ing. More than 200 original line drawings, a 
hundred maps and 36 full-page color plates make 
this book one of the outstanding book-making 
achievements of the year.” 


Lane, Ernest Preston. Treatise on pro- 
jective differential geometry. 466p. 1942. 
Univ. of Chicago Press, Chicago, $6. 
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School science and mathematics, Dec. 1942, 
p.903. 4% p. 

“A sequel to the author’s 1932 book on pro- 
jective differential geometry, presenting new de- 
velopments in the field. Quite definitely this is 
not an elementary textbook, but a treatise cov- 
ering in considerable detail the theory to date; 
included are several previously unpublished re- 
sults of the author. In many places one finds 
statements of additional theorems, the formal 
proofs being omitted because of lack of space, 
but with reference to the proper source, as 
listed in the rather complete bibliography .. . 
Without doubt this book will have to be con- 
sidered an essential reference work for ail uni- 
and many college libraries.”’ Cecil B. 

ead. 


Lee, John G. Fighter facts and fallacies. 


64p. Morrow, New York, $1.25. 

Aviation, Dec. 1942, p.297. %5 col. 

“An exceptionally lucid, nontechnical discus- 
sion of the effect of design on fighter plane per- 
formance. While man’s fate hangs on his me- 
chanical wirgs the subject is of more than aca- 
demic importance, for, as the author remarks 
casually, ‘A second-best fighter, like a second- 
best poker hand, is a very bad bet.’ In short 
chapter subdivisions he analyzes the perform- 
ances of various wing and power loadings, weight 
increases, streamlining, span loading, and _ pro- 
pellers. Explanations are concise ... An index 
and summary of laboratories of detailed facts, a 
eatalyst to stimulate the specialist's knowledge 
in meeting the competition.” 

Lefschetz, Solomon. Algebraic top- 
ology. 389p. 1942. $6. (American Mathe- 
matical Society, colloquium publications, 
v.27.) 

Science, Dec. 25, 1942, p.581. 
ing another review. 

“The general plan... is roughly the follow- 
ing: general spaces and additive groups . . . 
complexes and nets of complexes . . general 
homology theory . topology of polyhedra 

. . Both of the excellent introductory chapters 
will be carefully read by a very wide circle of 
mathematicians. In Chapter 3, the approach to 
the basic theory of complexes is that of A. 
Tucker. The Czech ‘homology theory’ of topo- 
logical spaces is made fundamental, of which the 
Alexander-Kolmogoroff, Alexandroff, Kurosch, 
Lefschetz and Victoris theories appear as special- 
izations. The fundamental work of Alexander 
and Pontrjagin, extending the Poincaré principle 
of duality, and that of Lefschetz on intersections, 
coincidences and fixed points, is developed in the 
later chapters.’’ George D. Birkhof. 

Le Maistre, C. Sce British Standards In- 


stitution. 
G. Griffin, comp. Ophthalmic 


Lewis, 
formulary. 167p. 1942. C. Thomas, 
$3.50. 


Springfield, 

Journal of the American Medical Association, 
Nov. 7, 1942, p.800. 36 col. 

“The onthe’ has collected from standard text- 
books and works on therapeutics and through 
personal correspondence what he describes as 
‘the favorite prescriptions of prominent oculists 
from all parts of the world.’ The prescriptions 
are listed under headings comprising the con- 
ditions or purposes for w vhich they are employed, 
which are arranged alphabetically ... The author 
has included a number of remedies which seem 
strange to the present generation . . . One 
misses certain modern drugs of undoubted value 

A number of misprints have escaped 
the proofreader, Following the formulary are 
twenty-six pages of ophthalmic materia medica, 
in which drugs are listed alphabetically, with a 
brief note as to the uses of each. The index lists 
only conditions for which drugs are employed. 
It is not the author’s intention to present his 
own conclusions concerning therapeutics and he 
has not done so. For the ophthalmologist 
or general practitioner who has no very definite 


col. inelud- 


ideas on the subject and who wishes to find 
quickly what remedies have been used in certain 
conditions, the book affords a handy source. 
What results he will obtain by employing some 
of the prescriptions he will find here, the re- 
viewer is not prepared to state.” 


Lichte, Hugo, & Narath, Albert. Physik 
und technik des tonfilms. 381p. 1941. Hirzel, 
Leipsic. 

“a of applied physics, Dec. 1942, p.746. 
col, 

“A thorough review of all acoustical aspects 
of the recording and synchronous reproduction 
of sound movies. The material is presented in 
descriptive fashion, with a minimum of mathe- 
matical detail, but illustrated with a wealth of 
clear diagrams, graphs, and photographs of ac- 
tual equipment, mainly, of course, of European 
manufacture . . . Everything is presented with 
typical German thoroughness. The _ reviewer 
found particular interest in the discussion of the 
use of mechanical filters for the maintenance of 
constant film speed in recording. The student of 
applied acoustics and acoustical engineering as 
find much of interest in this volume.” 
Lindsay. 


Lichtwitz, Leopold. 
Grune, New York, $5.50 


Nephritis. 1942. 


medical journal, Dec. 1942, p.302. 


col. 

“A book which contains in a concise form all 
the up-to-date information on nephritis. It does 
not necessarily throw new light on the subject, 
but brings up to date all that has already been 
published. It is not an easy book to read, be- 
cause the sentences are all full of important ma- 
terial and deep concentration is necessary, One 
cannot scan it page by page and hope to absorb 
much of the contents. The chapters dealing with 
water metabolism, water balance, and edema are 
especially valuable. All through the book the 
author cites an abundance of clinical material 
to support his conclusions, and one gains the idea 
that this is certainly a work based upon an 
abundant clinical experience.” 


Lockhart, George S. Fundamentals for 
the fire fighter. 

International fire fighter, Dec. 1942, p.6. 1 col. 

“A ‘Must’ for fire department libraries oe 
Divided into three general subdivisions, (a) 
Fundamentals for the Fire Fighter, (b) Drill 
Evolutions, Salvage Principles, First Aid In- 
structions, and (c) Fire Streams and Pumping 
Engine Guide . . . Compiled as a primer and 
guide for newly appointed members. It is also 
to be used by department officers for district and 
company school. 

Loggers’ handbook. v.1: Truck logging; 
edited by Truman W. Collins and A. Whis- 
nant. 156p. 1941. Pacific Logging Congress, 
Portland, Ore. 

Journal of forestry, Dec. 1942, p.968. 1% col. 

“Considers such subjects as type of road, roll- 
ing resistance of various types of roads, weather 
conditions as affecting roads throughout the op- 
erating season, weights of forest products com- 
monly hauled by motor trucks, choice of equip- 
ment, state highway regulations for the western 
states, log-truck brakes, brake lining, putting 
water on brakes, springs, bunks, fifth wheel, 
devices for loading, tires, worm drive, auxiliary 
transmission, unloading equipment, and _ cost 
keeping . . . As was intended, the book is of 
greatest interest and use to those engaged in 
truck logging in the far West. Those responsible 
for truck logging in others parts of the country, 
however, will find much of interest if not of 
immediate application.”” R. R. Reynolds. 


Lowry, T. M., & Cavell, A. C.  Inter- 
mediate chemistry. Ed.3, revised. 876p. 
Macmillan, New York, 12s. 6d. net. 


Pharmaceutical journal, Nov. 21, 1942, p.172. 
col. 
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“Extensive alterationg have been made in the 
sections on organic analysis and on the organic 
derivatives of ammonia, while a large number 
of numerical problems have been added to the 
questions at the end of the book ... The volume 
is described as providing a complete text-book 
of chemistry for intermediate and higher school 
examinations, and since it was first issued it 
must have been used by a great many candidates 
who cannot have failed to have been impressed 
by its wide scope and clarity of expression.” 

Lucas, Jannette May. Fruits of the 


earth. 7lp. 1942. Lippincott, Philadelphia, 


Journal of the New York Botanical Garden, 
Dec. 1942, p.3802. col. 

“Helene Carter’ s picture maps showing, in this 
new book, the origins of the principal fruits of 
the North Temperate zone (as she depicted the 
native homes of our garden flowers in an earlier 
work) are unique and noteworthy. Her color 
illustrations and crayon drawings of the fruits 
and the flowers which precede them are also 
beautifully done. To accompany them, Miss 
Lucas has written a text describing the fruits, 
their history, and their classification in a man- 
ner with which no scientist can quarrel, and 
which any layman, young or old, can read with 
pleasure.” 


Lupton, A. W. Aids to forensic phar- 
macy. Ed.3. 266p. 1942. Bailliére, London, 
4s. 6d. 

Analyst, Nov. 1942, p.3877. % p. 

“The aim of this little book, which, is one in 
the well-known ‘Aids’ series, is to summarise 
salient points of the foregoing and other Acts 
and Regulations as they apply to pharmacy, and 
in the main it has been successful. Thus, to 
take a few points at random, information is 
given on a number of questions that often arise, 
such as the permissibility of using a Liebig 
condenser, the procedure for obtaining methyl- 
ated spirit, the definition of medicated wines, 
the sale of abortifacients and so on. Although 
the scope is in some respects wider than, is re- 
quired in the examinations in Forensic Pharmacy 
of the Pharmaceutical Society, there is room for 
a companion volume giving illustrative cases and 
dealing with legal interpretations of certain 
sections of various Acts.” C. Ainsworth Mitchell. 


MacFee, William F., & Keller, M. W. 
Textbook of surgical nursing. Ed.4, revised. 


559p. 1942. Macmillan, New York, $3.50. 
American journal of nursing, Dec. 1942, p.1481. 


col. 
“The book has not changed materially in the 
order of content, with the exception of the 


grouping of the general subjects in pre- and 
postoperative care into one unit. The remain- 
ing ten units deal with specific systems with a 
new chapter included on cardiovascular con- 
ditions . . . Diagrams and illustrations are ex- 
cellent ... Study questions are well formulated. 
Additional bibliography would have been a valu- 
able feature . .. As a whole this book should 
prove most useful as a reference book, supple- 
— by additional references.” Virginia LE. 
ohnson. 


[Machinery.] Machinery’s _five-figure 
log book. The Author, 17 Marine Parade, 


Brighton, 5s. 6d. net. 
een (London), Dec. 17, 1942, p.688. %4 


herhis edition of five-figure logarithms has 
been published because of numerous requests 
from toolroom men and draughtsmen. It is 
direct reading, that is, the required logarithms 
can be read from the tables without having 
to add proportional parts for the last figure. This 
feature reduces the amount of mental work 
necessary and, consequently, the risk of errors. 
An introduction explains the use of the tables 
with examples. The printing is clear and the 
items well-spaced for ease of reference. This 


publication will bridge the gap between four- 
figure logarithms, which are often inadequate 
for the required accuracy, and _ seven-figure 
logarithms which are usually too accurate, and 
necessitate more arithmetic than the average 
job warrants.” 


Mackenzie, L. B., and other, ed. The 
welding encyclopedia and the welding in- 
dustry buyers’ manual. Ed.10. 712p. 1941. 
Welding Engineer Pub. Co., 506 S. Wa- 


bash Ave., Chicago, 30s. 

Bulletin "of the British Non-Ferrous Metals 
Research Association, Dec. 1942, p.399. 

“The articles are full and well ‘illustrated, and 
the techniques recommended, whilst not always 
the best available, are reliable and in no way 
misleading. Trade named products are included 
in the Encylopedia [sic], together with de- 
tails of welding shop practice varying from 
jigs to metal spraying. There is a short section 
on metallography which should be useful to 
operators with some technical knowledge. In 
general it is a ready reference book which should 
be of value to any welding concern, and par- 
ticularly to those who use welding as a solution 
to jointing problems of various kinds.” 


Maddox, Gaynor. Eat well for less 
money. 219p. Dutton, New York, $2. 
Practical home economics, Jan. 1943, p.30. 


“Simplifies nutrition knowledge, charts and 
diagrams for everyday use by everyday people. 
Mr. Maddox opens with the simple premise, 
‘Food is a fact of life.’ He explains the family 
tree of everyday foods and offers menu patterns 
eut to various food budgets. A few recipes are 
included but the book is concerned primarily 
with taking the guesswork out of marketing and 
pene the most of the food the family pays 
or.” 

Mallory (P. R.) & Company, Inc. MYE 
technical manual. 392p. The Company, In- 
dianapolis, Ind. 

Radio news, Jan. 1943, p.36, 62. 

“Has found wide application with “students 
servicemen, and engineers and by personnel 0: 
our Army, Navy and Marine Corps. It con- 
sists of . . up-to-the-minute and practical 
information. It bridges the gap between radio 
theory and actual practice. Many topics are 
discussed, and the contents of the book are 
profusely illustrated with colored drawings. 
Chapters appear which deal with loud speakers 
and their use, superheterodyne first detectors 
and oscillators, half-wave and voltage-doubler 
power supplies, vibrators and vibrator power 
supplies, phone-radio service data, automatic 
tuning—operation and adjustment, frequency 
modulation, television—suggestions for the post- 
war boom, capacitors—how to overcome war 
shortages, practical radio noise suppression, 
vacuum tube voltmeters, useful servicing infor- 
mation, and receiving tube characteristics—of 
all American tube types. A limited number of 
copies are available from authorized Mallory 
distributors.” 

Manzer, J. G., and others. Physical sci- 
ence in the air age; a teacher’s guide. Mac- 
millan, New York. (Air-age education 
series.) 

Aviation, Dec. 1942, p.297. 11 1. 

“A kind of aviation geography to familiarize 
high school teachers with the essentials of flight 
so that they in turn can intelligently show their 
students how the principles of classroom physics 
and general science underlie plane construction, 
engines, and navigation. Material is elementary 
and presented in ~— sentences and diagrams, 
followed by lists of suggested supplementary 
reading and motion pictures.” 


Mason, Perry. Fundamentals of ac- 
counting. 494p. 1942. Foundation Press, 
Chicago, $4.25. 
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Journal of accountancy, Jan. 1943, p.84. 3 col. 

“Another attempt to distill the "good points 
of Professor Paton’s approach into a textbook 
suitable for use at the first- or second-year level. 
The writer has accomplished this vulgarization 
by several devices, not the least noticeable of 
which is a disposition to compromise the more 
controversial topics ... good textbook, per- 
haps an outstanding one, and a welcome addition 
to accounting literature. Those who have 
longed for a well constructed body of reasonable 
accounting doctrine suitable for sophomore dis- 
pensation or for recommendation to the non- 
accountant client now have available such a 
volume.” Carl Thomas Devine. 

Matteson, M. S. Electric welding. 32p. 
1942. Bruce, Milwaukee, Wis., 50c. 

Metal finishing, Dec. 1942, p.667. % col. 

“This presentation ... has the simple step- 
by-step form of a series of class lectures . 
Opens with a brief history of electric welding 
and some preliminary data. It then discusses 
welding in 24 separate units considering the 
elements of equipment, procedure and general 
information in each case. Amply_ illustrated 
with diagrams and photographs, this book should 
prove as interesting a reference to the experi- 
enced operator as it is a text for the embryo 
welder.” 

Matthews, F. J. Works boiler plant. 
Ed.2, revised. 176p. Hutchinson, London, 


10s. 6d. 

Glass, Dec. 1942, p.321. 7 1. 

“The appearance of a second revised edition 
of this volume within such a short period of its 
original publication is ample testimony of its 
value. The present need for fuel economy, par- 
ticularly in industry, makes it even more valu- 
able as the author deals with his subject in a 
simple, straightforward and practical manner.” 

Meares, J. W., & Neale, R. E. Electrical 
engineering practice. Ed.5, revised and en- 
larged. v.2. 668p. Chapman & H., London, 
35s. net. 

Electrical review, Nov. 27, 1942, p.690. 8 1. 

“In this new edition the opportunity has been 
taken completely to revise the text. Despite the 
saving of space effected by the omission of the 
greater part of the I.E.E. Regulations, the 
inclusion of additional concise notes on the scope 
and purport of the Regulations, together with 
other new material, has substantially increased 
the length of the work.’ 

Llectrician, Nov. 27, 1942, p.577. % ¢ 

“This volume covers three sections : I. — 
formation, Conversion and Storage. II. Distribu- 
tion and Control in Branch Circuits, and III. 
Application of Electricity to Lighting, Heating, 
Welding and Cutting, and is the nearest ap- 
proach I know to an ideal book for a student, 
combined with a thoroughly sound and adequate 
guide to the practical engineer. It takes the 
reader into the heart of the subject and dispels 
all feeling of effort in grasping the essentials, 
and indeed the details, of what are usually 
regarded as involved theories . .. This volume 
ean be stated with confidence to be a valuable 
contribution to the electrical industry in all the 
branches of activity covered by it. The reward 
for reading is greater in relation to effort and 
time than in any work of this nature I know. 
Owing to the system of separate and distinct 
paragraphs it is a book which can be picked up 
at odd moments without any disadvantage of 
lack of continuity.” C. F. M. a 

Michelon, Leno C. Industrial inspection 
methods. 389p. Harper, New York, $3.50. 

Aero digest, Dec. 1942, p.3808. % col. 

“Clearly explained and illustrated are the cor- 
rect use and application of precision measuring 
instruments and the problems related to rigid in- 
spection of ordnance materials. Divided into 
five sections covering dimensional controls, phys- 
ical properties, surface inspection, organization 
and appendix, this work discusses the basic 


characteristics of quality control, the important 
tools required for both precision and non-pre- 
cision inspection and the various methods and 
procedures used in each phase of modern inter- 
changable [sic] manufacture. Of special inter- 
est to aviation personnel are the chapters on 
magnuflux [sic] inspection. In addition to the 
appendix of 13 tables of standards, decimal 
equivalents and trigonometric functions, each 
chapter is profusely illustrated. Complete 
formulae and descriptions of each inspection 
device are also included. Michelon has done 
a great service to modern industry and to the 
war effort in providing this complete textbook. 
Standard methods of inspection have long been 
lacking and this work will do much toward 
achieving efficient inspection of the tools for 
victory.” 

factory management and maintenance, Dec. 
1942, p.226. 9 1. 

“Inspection of piece parts is one of the most 
important tasks in the manufacturing process. 
This book is presented in the hope that it inay 
help in the training of the instructors in inspec- 
tion courses. All types of inspection and all 
kinds of inspection instruments are covered.” 

Professional engineer, Dec. 1942, p.48. % col. 

“A well written book covering industrial in- 
spection methods. All instruments used in in- 
spections are described together with their uses. 
Chapters on testing for physical properties are 
included. An outstanding feature ... is Sec- 
tion 4, Inspection Organization, which treats the 
organization of an inspection department, The 
appendix includes ‘necessary tables covering prac- 
tically all inspection needs.” 

Molloy, E. Patternmaking and foundry 


work, 112p. Chemical Pub., Brooklyn, $2. 

American foundryman, Jan. 1943, p.10. % col. 

“Published to serve two purposes: (1) For 
the man engaged in the pattern shop or foundry, 
it purports to present; a useful survey of estab- 
lished practice, and (2) to present to engineers 
a clear picture of the type of work which is 
involved in the production of castings. How 
these two purposes can be served in a book 
of this size is beyond the comprehension of the 
reviewer. The four fields discussed in this book, 
namely, wood pattermaking, metal patternmak- 
ing, molding and casting, and die castings, each 
could easily be covered by a library . This book 
covers the subjects very sketchily, giving only 
a casual glance at some of the problems involved 
in the manufacture of a casting and mentioning 


others not at all,’ 
Morrill, Abbie A., and others. Applied 


~_ practice. Ed.3. 368p. Heath, Boston, 


Journal of business education, Dec. 1942, p.33. 


col. 
“Materials and illustrations have been brought 
up to date... The presentation of the materials 


is as simple and brief as is consistent with 
effectiveness. ‘The problems deal with the com- 
mon office routines, especially those which the 
beginner meets and with which she should be 
acquainted. In addition to the problems, gen- 
eral questions are also included . .. Will serve 
as a valuable reference book to the office worker 
as well as a source book and a workbook for 
the learner.” ov 

Morton, R. A. The application of ab- 
sorption spectra to the study of vitamins, 
hormones and coenzymes. Ed.2. 226p. Hil- 


ger, London, 28s. net. 

Chemical age, Nov. 28, 1942, p.468. % col. 

“Such a co-ordinating review as this performs 
a very useful function when a branch of chem- 
istry has developed to such an extent that the 
ordinary chemist, lacking the necessary specialist 
knowledge, is in danger of being unable to 
see the wood for the trees . . . Not only gives 
some insight into the exceedingly complex field 
of natural products, but also indicates the 
extensive work that has been done on the ab- 
sorption spectra of these products, and the gen- 


eral trend of work of this type. The book is 
not easy to read, primarily because of the 
copious data which it contains in a necessarily 
compressed form. But it is worth concentra- 
tion on the part of the reader to follow up the 
history of the vitamins and provitamins, hor- 
mones, coenzymes and other groups dealt with, 
and to see how the absorption spectra of these 
substances are an aid to the solution of many 
problems confronting the chemist.” 
Pharmaceutical journal, Nov. 21, 1942, p.172. 


% col. 

“The ten chapters ... deal respectively with 
vitamin D and the sex hormones, provitamins 
and vitamin A, vitamin E and anti-oxidants, 
vitamin K, vitamins C and P, the vitamin B 
complex, purin and pyrimidine derivatives, pro- 
teins, enzymes and coenzymes. The numerous 
known components of the main vitamin groups 
are examined, and in every instance a compre- 
hensive summary is provided of the modern 
chemical concept and its structure as determined 
with the aid of absorption spectrophotometry. 
It is a useful book for tha organic chemist to 
have in his library, and an essential work for 
every laboratory where vitamin testing and re- 
search is conducted.” 

Miiller, O. H. Polarographic method of 
analysis. 113p. 1941. Journal of Chemical 
Education, Easton, Pa., $1. (Contributions 


to chemical education, no.2.) 

Journal of physical chemistry, 
p.1008. % p 

“The fret’ chapter gives a review of electro- 
analytical methods. The second chapter describes 
a simple and inexpensive manual apparatus for 
earrying out quantitative measurements with 
the dropping electrode. Most of the apparatus 
is available in well-equipped chemical labora- 
tories. The following two chapters deal with 
fundamentals of quantitative and qualitative 
polarographie analysis . The last chapter 
reviews several applications of polarography. The 
booklet is well and concisely written, and it is 
well suited as an introduction to the subject 
of polarography. Its reading is recommended 
to students and teachers.” J. M, Kolthof. 

Needham, Joseph, & Davies, J. S., ed. 
Science in soviet Russia. 65p. 1942. Watts, 


London, 1s. 3d. net. 

Nature, Dec. 5, 1942, p.647. 5% ¢ 

“Provides a most useful some of 
the scientific developments which con- 
_ tributed towards the prodigious effort of  de- 
fence of the Soviet Union in the present War 
... Dr. Shoenberg’s essay on physical research 
in the Soviet Union is outstanding . .. Dr. 
Ruhemann writes on industrial research from 
his six years’ experience at Kharkov, Dr. Need- 
ham reviews work in biology, Dr. Walton agri- 
cultural research, Mr. Roscoe Clarke develop- 
ments in medicine, and Dr. G. W. Tyrrell the 
growth of geology and mineralogy. It is all 
informative, and is very reasonably priced.” 
J. G. Crowther. 

New Jersey Zinc Company. Die casting 
for engineers. 148p. The Company, New 


York, $1. 
American metal market, Jan. 9, 1948, p.3. 


Nov. 1942, 


% col. 

peees effort was made to present an im- 
partial analysis of all of the many alloys used 
in die casting so that the engineer might make 
intelligent ultilization [sic] of the inherent ad- 
vantages of the process itself. The history and 
principles of die casting and of die casting ma- 
chinery are discussed in the early pages. About 
twenty pages are devoted to the different alloys 
of aluminum, copper, lead, magnesium, tin and 
zine. There is an excellent chapter on the ele- 
ments of die construction which deals with 
cores, slides, gates, cavities, ejectors, tooling, 
inserts, and die materials. Among other sub- 


jects covered in the book are applications, speci- 
fications, machining practice, the various types 
of finishes. 


The concluding chapter outlines 


FEBRUARY, 1943 


33 


the design of die castings. There are many 
diagrams, illustrations, tables of data, references 
and an index. The book should be of worth-while 
interest to manufacturers in the metal working 
industry, engineers, students of production pro- 
cesses, and product designers.” 

Rubber age, Jan, 1943, p.349. 12 1. 

“Although the process of die casting during 
the past few years has come to be recognized as 
one of the leaders among modern high speed pro- 
duction methods in the metal working industry, 
it has not yet reached its full development. This 
book has been prepared with the purpose of being 
of assistance to students as well as to engineers 
in industry who wish to become more familiar 
with that development. Every effort was made 
to present an impartial analysis of all of the 
many alloys in use, so that the engineer may 
make intelligent utilization of the inherent ad- 
vantages of the process itself. The book is lib- 
erally illustrated and has a complete subject 
index.” 

Nicholls, J. R. Aids to the analysis of 
food and drugs. Ed.6, revised and enlarged. 
424p. 1942. Bailliére, London, 10s. (Stu- 


dents’ aids series.) 

Analyst, Nov. 1942, p.376. % p 

“The sixth edition of this Rs ‘known book is 
a great improvement on its predecessors and 
includes so much new matter as to involve an 
increase of about one-third in the number of 
pages. It follows the plan of the original authors 
. .. Dr. Nicholls has exercised a very wise dis- 
eretion and it is remarkable how much useful 
matter, accurate and informative, he has con- 
trived to condense into so small a volume. It 
is, in general, thoroughly up to date, although 
opinions may differ on what is obsolete. Vitamins, 
vinegar, cheese, colouring matters, poisonous 
metals, and many other topics on which there 
have been advances are well treated, and there 
are notes on some recent food adjuncts, such as 
sodium alginate, soya meal, dulcin and fortified 
flour. At the same time one would like to see 
a more ruthless pruning here and there to make 
room for still more recent matter . . . The book 
is excellent and one that all public analysts will 
find of use if only for its copious notes and 
references on standards and regulations, British 
and foreign, and summaries of recent publica- 
tions. All analysts are indebted to the author 
for a very useful piece of work.” H. E. Cor 

Nature, Dec. 12, 1942, p.674. % col. 

“The sixth edition of this well-known book 
requires no introduction .. . This edition, which 
has been increased in size by about one third, 
contains several new sections; in addition. 
previously existing sections have been extended 
and revised. Many references to recent original 
work recorded in The Analyst and elsewhere 
have been included, and these alone make the 
book of great value to the practising analyst. 
The great majority of the new sections have been 
added to the chapters dealing with food; drugs 
now occupy only about a tenth of the book, an 
even smaller proportion than formerly . . 
In his preface, the author perpetuates the state- 
ment originally made in the preface to the 
first edition, that the book is not intended as a 
cram book for the examination of the Institute 
of Chemistry in food and drugs. It might equally 
well be said that the student, if he uses the 
book as a guide and follows up the many refer- 
ences given, will find in it an excellent basis for 
the theoretical knowledge he requires.”” J. H. 
Singer. 

Norris, Roy C., ed. Radio engineering. 


512p. Odhams, Hertfordshire, England, 6s. 


6d. net. 
Electrician, Dec. 4, 1942, p.606. % col. 
“Mr. Norris... has done a masterly job and 


produced .a profusely illustrated book written 
in language easily understandable by the lay- 
man. Perhaps it was unnecessary for him to 
dig back so far into the past and include a 
history of radio, but none-the-less this chapter 
does much to answer the many ‘whys’ which 
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will occur to many readers. Certainly to those 
engaged on radio work, and also to those who 
are not so employed, this book should have a 
wide appeal. Every chapter contains many clear 
illustrations, all specially drawn for this work, 
and the references at the end are likely to be- 
—. of the most thumbed sections of the 
ook. 


Peck, W. J. Bench - and fittings. 


Pitman, London, 3s. 6d. net 
achinery (London), Dec. 17, 1942, p.688. 4 


“Mr. Peck, has written this book with the 
object of helping trainees and apprentices to 
understand the fundamentals of engineering 
bench work and fitting, thus providing a basis 
which can then be extended by practical ex- 
perience. Descriptions of some of the more 
common tools, such as vices, files, hacksaws, 
scrapers and micrometers, are given, with hints 
on their use, and screw threads, taps, dies, drills 
and reamers are also dealt with in the second 
chapter, Materials and drawings form the sub- 
jects of two short sections, while as examples 
of work, the production of a gap and drill gauge 
and a tool-maker’s clamp are described. 
timely note is struck at the end by the inclusion 
of a chapter on accidents and their prevention.” 

Platt, Rutherford. This green world. 
222p. Dodd, New York, $3.75. 

American forests, Dec. 1942, p.570. % col. 

“A drama of Nature’s kingdom, and the actors 
are the trees and flowers, moving in their mani- 
fold and exact parts against the exquisite back- 
drop of Nature’s everchanging scene. The author 
says, ‘the landscape is a vast system constantly 
in action,’ and proceeds—in this remarkable 
book—to clarify and prove his assertion. Not 
by the presentation of heavy, scientific facts but 
by an array of thrilling information—none the 
less accurate because it is thrilling and unusual 
—information to amaze and intrigue, and lure 
the reader on ... There are one hundred and 
thirty-five photographs in all, twenty-seven of 
which are in full color.” 

Porter, Langley, & Carter, W. E. Man- 
agement of the sick infant and child. Ed.6, 
revised. 977p. 1942. Mosby, St. Louis, 


$11.50. 


eer journal of nursing, Dec. 1942, p.1480. 
co 


“Written primarily for the physician, but it 
is a most valuable asset to any nursing school 
ward library. The organization is excellent. The 
style is marked by clearness and simplicity .. . 
More illustrations might have increased the inter- 
est for the nurse, but the completeness of the 
index and the chapter outline in the Contents 
somewhat compensate for this lack. There are 
many charts used, which are most helpful. Be- 
cause of its clarity, completeness, and read- 
ability, I believe that this is a book which would 
be in constant use in any pediatric department.” 

Proudfit, Fairfax T. Nutrition and diet 
therapy. Ed.8. 1069p. 1942. Macmillan, New 
York, $3.25. 

American journal of nursing, Dec. 1942, p.1481. 


% 

«Aithough the organization of this edition is 
practically the same as that of the seventh, re- 
visions in subject matter have been made so that 
the text presents a practical, up-to-date, authori- 
tative guide to the student nurse in dietetics. 
This edition has added a section on feeding in 
obstetrics, lactation, and childhood. Several 
revisions in the use of laboratory procedure 
have been made and the results are a more 
practical and simplified teaching guide . The 
Appendix contains food tables, height-weight 
charts, examination questions and outlines of 
courses in dietetics and diet therapy for student 
nurses.” Adelia Beeuwkes. 


Puchstein, Albert Frederick, & Lloyd, 
T. C. Alternating-current machines. Ed.2. 


655p. 1942. Wiley, New York, $5.50. 

Electrical west, Dec. 1942, p.10. % col. 

“This second edition has resulted, in peltabing 
up an already very fine book which is not only 
an excellent text for the college classroom but 
also a valuable reference to the practising engi- 
neer ... Has been enlarged by . some 75 
pages of new material. The placement of figures 
and diagrams has been greatly improved as re- 
gards relationship to the associated printed 
word The value of the book cannot be con- 
veyed by a simple recital of the subjects cov- 
ered. Rather, the striking point about the book 
is. the broad coverage of the various classes 
of alternating-current machines from both the 
technical and application points of view. The 
style and arrangement make for readability and 
easy comprehension and the book is suitable for 
either text or reference. It is heartily recom- 
mended.” EF. A. 

Electrical world, Jan. 9, 1943, p.103. 10 1. 

“Lucid, terse and concise, this text is more 
comprehensive and versatile than is covered in 
most college courses. Alternator and synchron- 
ous motor treatment revised to conform to new 
procedures for reactance and regulation determi- 
nation. Also treats transformers, induction 
regulators, motors (induction, condenser, series. 
—- parallel operations, converters, rec- 

ers.” 

Machine design, Jan. 1943, p.110. % col. 

“As a comprehensive text and reference this 
book is recommended to design engineers whose 
work involves applying alternating-current ma- 
chines. While the scope of the work includes 
construction and design, of greater interest to 
the general machine designer will be the quanti- 
tative discussions of operating characteristics of 
the various types of machines. In necessarily 
limiting the scope of the book, the authors have 
confined themselves to steady-state phenomena, 
with the exception of certain important aspects 
of synchronous motor performance. Taking 
advantage of the recent adoption of new methods 
of analysis, the authors have in the second edi- 
tion completely rewritten the sections on alter- 
nators and synchronous motors. Progress in 
standardizing ratings, machine dimensions and 
characteristics is also reflected in the new 
edition.” 

Professional engineer, Dec. 1942, p.50. 9 1. 

“Covers the subject from synchronous genera- 
tors to repulsion motors . . . Should be very 
helpful to practicing engineers. The author de- 
serves great credit for treating a very difficult 
subject in such a lucid manner. Practically a 
must book for all designers of alternating cur- 
rent machines.” 


Rainier, Peter W. Green fire. Random 
House, New York, 

Natural history, Jan. 1943, p.51. % col. 

“The general public has been well informed 
on the history and methods of diamond mining, 
they even know something of its geology; but 
they have never been exposed to much informa- 
tion about the recovery of that far rarer gem, 
the emerald . . . Emerald mining is certainly 
a gamble, but Mr. Rainier shows that consider- 
able common sense and mining experience are 
essential aids, even in such an unpredictable ore 
body as that in which the emeralds are found. 
This, however, is far more than a book on 
emerald mining alone, interesting as that aspect 
is. It also tells of his many years of experience 
in the wild interior of Colombia . .. The min- 
eralogist would wish for a little more detail 
about the Chivor [Mine] and Muso [Mine]... 
The general reader would have enjoyed the book 
far more had some photographs been included.” 
F, H. Pough. 

Reid, Margaret G. Consumers and the 
market. Ed.3. 617p. Crofts, New York, 


3.85. 
home economics, Jan. 1943, p.28. % 


co 
“An outgrowth of a course in consumer mar- 
keting given at Iowa State College by the author. 
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It was first published in 1938 ... The general 
—— presented here emphasizes three points: 
he character of problems as they 
are related to buying in the market; practices 
and policies affecting consumers’ day-to-day 
difficulties and the efficiency of the system in gen- 
eral; the factors responsible for the present 
practices and policies. A preface to this third 
edition states: ‘Scientific advance, technological 
change, business reorganizations, shift in social 
attitudes, enactment of legislation and its en- 
forcement, plus many investigations serving to 
reveal more fully than ever before the existing 
merits and demerits of our economy have, taken 
together, made necessary an extensive rewriting 
of this book. Here, as in the earlier editions, 
the author strives to examine the existing mar- 
ket system and the economy it coordinates from 
the standpoint of those who, money income in 
hand, seek goods and services to satisfy their 


many needs’.” 
Reiser, Adam Henri. Lithographic half- 


tone photography. 88p. Waltwin Pub. Co., 
New York, $4. 

Inland printer, Dec. 1942, p.84. 1% col. 

“An extremely practical treatise on the tech- 
nique of producing negatives for reproduction by 
the lithographic process. number of repre- 
sentative types of photographic copies are se- 
lected, and the originals bound into the book. 
Appearing along with each original is the repro- 
duction of the photograph by lithography. Ac- 
companying these is a complete set of steps for 
obtaining the correct lithographic reproduction 
from copies coming under the _ classification 
described. Job sheet instructions for nine sepa- 
rate classifications comprise the bulk of the 
book’s eighty-eight pages, but helpful miscel- 
laneous information is also included, covering 
such subjects as ‘The Kodagraph Contact Screen 
Process,’ developed by the Eastman Kodak Re- 
search Laboratories; ‘Processing of Magenta 
Negatives’; ‘Procedure for Making Screen Posi- 
tives for Photo-Lithography’, together with 
chemical formulas necessary.” 

Robertson, Helen, and others. What do 
we eat now? A guide to wartime house- 
keeping. 370p. 1942. Lippincott, Philadel- 


phia, $2.50. 

Journal of the American Dietetic Association, 
Jan. 1943, p.45. % col. 

“Includes competent discussions of such timely 
subjects as wartime management of family finance 
in which all the details of budgeting, saving and 
conserving everything from rubbers to washing 
machines, clothing and food are concisely and 
correctly enumerated. An unusually simple 
method is used for portraying the planning of 
meals . . . The chapters which follow are in 
reality complete guides to the management of 
the culinary department. Nothing seems to have 
been overlooked, from marketing, storing (with 
a word or two about caring for that precious 
refrigerator), to saving fuel, and general care 
of all cooking equipment. Special attention is 
paid to such timely topics as new beverages 
and soups... The authors . . have 
devoted almost one-fifth of the book’s content 
to ‘The Meat Problem’ Vegetables, too, 
are not neglected . . . The recipes for these are 
such as to make one view with not too much 
alarm the coming of meals heavily vegetarian 


in content.” 
Practical home economics, Jan. 1943, p.30. 


col. 

“The three authors who are, respectively, 
home economics editor of a newspaper, instruc- 
tor in home economics at Western Reserve Uni- 
versity and home budget consultant for the 
Society for Savings in Cleveland offer here a 
wartime guide to homemaking based on their 


combined experiences. In addition to chapters 
on wartime management of family finances, pa- 
triotie economy and menu planning, this book 
includes many practical and economical recipes. 
ata pages are devoted to the meat prob- 


Rogers, Allen, ed. Industrial chemistry; 
a manual for the student and manufacturer. 
Ed.6, edited by C. C. Furnas and others. 
2v. 1721p. 1942. Van Nostrand, New York, 
17. 
$ Drug and cosmetic industry, Dec. 1942, p.684. 


col. 

“The potential audience of this book is visual- 
ized as any one with a knowledge of general 
chemistry, be he student, engineer, or executive, 
who wishes to grasp the essential features of 
the various branches of modern chemical indus- 
try. He will be taken on an extensive plant 
survey of an industry, have the essential oper- 
ating features explained to him by a recognized 
authority in the field, and at the end of his visit 
be supplied with a comprehensive list of litera- 
ture references for further detailed study. The 
framework around which this work is built can 
be presented in the form of four questions: (1) 
What are the raw materials? (2) What is done 
with them? (3) What are the products and for 
what are they used? (4) What are the important 
features of the economic pattern which weave 
the varied techniques into a workable industry? 
The commonest and probably the most accept- 
able method of presenting the study of Indus- 
trial Chemistry is to discuss the answers to the 
above four questions for each of the various 
important divisions of the industry, based on the 
products. The bulk of this book is devoted to 
this type of presentation.” 


Rowbotham, G. F. Acute injuries of the 
head. 277p. 1942. Williams & Wilkins Co., 


Baltimore, $7.50. 
Pennsylvania medical journal, Dec. 1942, p.302. 


col. 

“The author is well known as a neurosurgeon. 
This book, which has just been released, shows 
a wide knowledge of the problems raised by in- 
juries to the skull and brain, psychiatric, neu- 
rologic, social, as well as surgical. The author 
asserts that the volume was written primarily 
for those who are responsible for the treatment 
of acute cerebral trauma and who have not re- 
ceived special training in neurosurgery or neu- 
rology. In the opinion of your reviewer, the 
volume is also of great value to medical students 
and to general practitioners whu are interested 
in the subject of brain and skull injuries... 
The reviewer recommends this book highly to 
anyone who is interested in head injuries. It 
should be part of every library, it should be in 
the hands of every general surgeon, and it should 
be carefully perused by the general practitioner 
who encounters even occasional head injuries. 
The chapters on diagnosis of closed injuries 
should be of vital interest to everyone who 
enjoys the practice of diagnostic medicine.” 


Rush, William Marshall. Wild animals 
of the Rockies. 296p. c1942. Harper, New 
York, $3. 

Fauna, Dec. 1942, p.128. % col. 

“Mr. Rush tells his stories under eight divi- 
sions, each dealing with one of the major animals 
of the Rocky Mountain area. In each instance 
he succeeds in injecting a great deal of valuable 
information into a series of personal remin- 
iscences that include many thrills and a good 
seasoning of humor.” . 

Russell, E. J., and others. Farming 
handbook. 220p. 1942. Jarrold and Sons, 


Norwich, England, 5s. 

Nature, Nov. 28, 1942, p.618. % col. 

“Conditions under which farmers have to 
earry on their business have changed so much 
in the last three years that a collection of articles 
by well-known specialists on the most important 
technical aspects of agriculture is particularly 
welcome . . The first contribution is by Sir 
John Russell, on crop production in war-time 
. . . Among other contributions are articles 
on dairy farming in war-time, by Prof. H. D. 
Kay, and feeding farm livestock in war-time, 
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by F. H. Garner, which provide the reader with 
the necessary information for the successful 
management and feeding of the dairy herd, and 
of farm livestock in general .. . All the contribu- 
tions deserve mention, but this is ee 
within the space of a short notice . 
book is illustrated, and is well printed on ane 
paper. It can be recommended to farmers, scien- 
tific men, and to technical and other members 
of War Agricultural Committees.” 

Sante, L. R. Principles of Roentgenol- 
ogical interpretation. Ed.4, revised. 348p. 


Edwards Bros., Ann Arbor, Mich., $5.50. 
Drug and cosmetic industry, Dec. 1942, p.685. 


col. 

“In this book an effort was made to present 
the methods used in radiological interpretation 
in a logical, orderly manner. As far as possible 
the concentration of prevailing opinion into 
short, concise paragraphs has been attempted. 
All phases of roentgenological [sic] examinations 
have been covered; bones, chest, gastrointestinal, 
biliary and urinary tracts, etc. Brief consider- 
ation has been given to roentgenological [sic] 
examination in many special fields. The 1942 edi- 
tion has been revised and some sections have been 
rearranged and rewritten. This work contains 
aon outline drawings and 12 half-tone illustra- 

ons.” 


Shields, Bert A. Meteorology and air 
navigation. 285p. 1942. McGraw, New York, 


$2.25. (Introductory aviation series.) 

engineering review, Dec. 
p.87. % ¢ 
wiathough published as a separate volume 
this book is a revision and expansion of the last 
part of the author’s earlier book Air Pilot Train- 
ing. The revised edition includes problems cov- 
ering the new types of questions added in recent 
years to the written examinations conducted by 
government authorities for candidates for pilots’ 
licenses. A chapter has been added on naviga- 
tion problems that have received prominence 
in recent examinations. Solutions for offcourse 
problems are presented and attention is given 
to problems in radius of action. The text has 
the distinct advantage of six years of practical 
use and the revisions are the result of experience 
and comments. The book is a reliable source of 
information for licensed pilots for brushing up 
on subjects that they may have forgotten, as 
well as for the novice. It has become a standard 
book in its field.” age 

Shields, Bert A. Principles of aircraft 
engines. 378p. 1942. McGraw, New York, 
$1.88. (Introductory aviation series.) 

Aeronautical engineering review, Dec. 1942, 
p.83. 1% col. 

“Written for secondary school students... 
An easily understood description of the principles 
of aviation engines . . . Simple physical defini- 
tions are presented in the opening pages. This 
is followed by a description of how internal 
combustion engines operate. Concluding pages 
of the first chapter describe various types of 
aircraft engines. The principal parts of aircraft 
engines are discussed in the second chapter and 
the four following chapters cover carburetion, 
ignition systems, lubrication, and engine instru- 
ments. There is an entire chapter devoted to 
propellers. Remaining pages deal with 
engine operating and servicing.” 

Aviation, Dec. 1942, p.297. % col. including 
another review. 

“Offers . . . detailed descriptions of various 
instruments and engine parts, operation, and 
maintenance. Summaries, questions, and study 
assignments follow each chapter.” i 

Shields, Bert A. Principles of flight. 
363p. 1942. McGraw, New York, $1.88. 
(Introductory aviation series.) 

ee gd engineering review, Dec. 1942, 
p. 

“Written with the aim of developing the infor- 
mational background required by air cadets of 


1942, 


the armed forces, this is a nontechnical book on 
aeronautics ... ers an all-round view of 
the airman’s job and his opportunities in this 
flying age. A brief history of the men who 
invented and developed the airplane is included. 
Different types of aircraft and the materials 
from which they are made are described. The 
theory of flight, problems of stability, and the 
control of airplanes are explained in easily 
understood language.” 

Aviation, Dec. 1942, p.297. % col. 
another review. 

“Begins . . . with a condensed history of 
ovaten and is followed by simple explanations 
of the anatomy of the airplane, forces in flight, 
and stability and control. Then the student goes 


including 


aloft for a few printed lessons in operating a 
plane himself, acrobatics, and safety . .. Sum- 
maries, questions, and study assignments follow 
each chapter.” 

Shields, Bert A. Theory of flight and 
aircraft engines. Revised and enlarged edi- 
tion. v.1. 377p. 1942. McGraw, New York, 


Aeronautical engineering review, 
p.201. % col. 

“Written without mathematical formulas and 
therefore is readily grasped by those who do 
not have the training for advanced presentation. 
The chapters on aircraft engines are also written 
in such a way that they may be easily understood 
by the beginner pilot. It is a comprehensive 
book well adapted for the use of the thousands 
of new pilots who are now in training.” 


Singh, J. A. L., & Zingg, R. M. Wolf- 
— and feral man. Harper, New York, 


Nov. 1942, 


Natural history, Jan. 1943, p.52. % col. 

“One of the most critical and extensive treat- 
ments of feral man. . . Divided into two main 
sections, the first of which consists of ‘The Diary 
of the Wolf-Children of Midnapore (India)’ by 
the Reverend J. A. L. Singh ... The second 
half... is a compendium of previously unassem- 
bled accounts of feral man. Professor Zingg 
regards some of the reports as authentic and 
others as questionable. Accounts of feral man 
are usually evaluated with a good deal of 
skepticism, because so many of the data involved 
are exclusively anecdotal. However, the factual 
material presented in Mr. Singh’s diary of the 
wolf-children of Midnapore appears to be founded 
upon careful if not scientific observation. The 
author’s theoretical interpretations may be ac- 
cepted or rejected as the reader sees fit, but 
there is no question that Dr. Zingg has accom- 
plished a worthy objective in bringing together 
in such useful form the sum total of existing 
knowledge regarding feral man.” Frank A, Beach. 

Skilling, W. T., & Richardson, R. S. The 
practical essentials of pre-training naviga- 
tion. 113p. 1942. Holt, New York, 75c. 

Sky and telescope, Jan. 1943, p.19. 1 col. 

“Carefully worded to provide simple and con- 
cise explanations of the principles and problems 
which the future navigator will have to learn 
thoroughly in advanced courses. It does not 
aim to present the details, but only the funda- 
mental principles. In some instances, the pre- 
sentation of these principles might have been 
developed more fully or with simpler illustra- 
tions, thus helping the imagination of the novice 
to keep abreast of the ideas. The authors have 
perhaps relied upon the initiative of the teacher 
to interpret for the student the passages which 
seem too brief . This is not a textbook for a 
class which goes beyond the fundamentals. As 
the problems at the end of the book show, it 
represents a treatment of the subject without 
requiring a familiarity with all the difficulties 
of navigation. Its purpose is to put before the 
student the basic principles of nautical astron- 
omy.” Francis J. Heyden, 


Smith, Paul I. Principles and processes 
of light leather manufacture. 408p. Chemi- 
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cal Pub., Brooklyn, $6.50. 

Bulletin of the Electrochemical Society, Inc., 
Dec. 1942, p.8. % col. 

“Written from a decidedly practical non-aca- 
demic point of view. ‘The first six chapters deal 
with the consecutive major steps in leather 
manufacturing; introducing many personal ob- 
servations of the author in the various opera- 
tions. ‘The next few chapters take up general 
matters such as waste products, scientific control, 
health hazards, etc. ‘The remaining chapters 
deal with speciaity leathers, giving emphasis 
to Kast India skins and kips, and to products 
for the light leather trade. ‘The volume is 
repleat [sic] with recipes and formulas, and 
its value is enhanced by the wealth of specific 
detailed data drawn from the author’s note 
books . . . Contains about twenty illustrations, 
mostly of scenes of typical tannery operations. 
It might well be entitled a handbook of light 
leather . . . tannery plant practice, and as such 
will find its principal value in the hands of 
operators and toremen in the light leather manu- 
facturing trades.”” W. D. Turner. 


Squibb (E. R.) & Sons. Physicians’ 
reference book on emergency medical ser- 


vice. 1942, The Author, New York. 
Pennsylvania medical journal, Dec. 1942, p.301. 


col. 

“Here is a new type of service offered to the 
medical profession by one of our ever generous 
larger pharmaceutical houses. Contrary to the 
usual run of such solicitous publications for 
physicians, it does not aim to advertise or sell 
anything and furthermore it is actually of 
practical value. It has been compiled, printed, 
and distributed purely as a public service. It 
comprises chiefly excerpts from the medical 
literature, largely British, presenting the prac- 
tical experience and lessons acquired in handling 
civilian war casualties. Four-fifths of the text 
has been derived from foreign sources not readily 
available in this country ... Offers to American 
physicians a review of first-hand medical experi- 
ence in handling the many new problems which 
have arisen in connection with aerial warfare. 
Let us pray that if this knowledge must be ap- 
plied soon, it will not be for long.” 


Staub, Walter A. Auditing developments 
during the present century. 99p. 1942. Har- 


vard Univ. Press, Cambridge, Mass., $1.25. 

New York certified public accountant, Dec. 
1942, p.110. col. 

“Mr. Staub has surveyed auditing develop- 
ments during the first forty years of the twen- 
tieth century and has considered the duty of the 
independent auditor in the years ahead. fle pre- 
sents this clarification of the developments in 
auditing theory and practice in the light of a 
long lifetime of experience in an environment 
a. they could be most advantageously wit- 
nessed.’ 


Steeds, W. Engineering materials, ma- 
chine tools and processes. 345p. 1942. Long- 


mans, New York, 16s. 

Automobile engineer, Dec. 1942, p.545. % col. 

“The object of this book is to enable engineer- 
ing students to acquire a knowledge of the ele- 
ments of the basic branches of mechanical engi- 
neering other than design. While first-hand 
experience is obviously the best method of at- 
taining this, much time can be saved and the 
assimilation of practical knowledge greatly facili- 
tated if a suitable textbook is used simultaneous- 
ly. The author has attempted to provide such 
a book which is roughly divisible into two parts. 
The first deals with the testing and inspection of 
engineering materials. This is followed by chap- 
ters dealing with ferrous and non-ferrous ma- 
terials, the production of castings, forgings, 
spinnings, ete. Later, various machine tools are 
explained and their possibilities outlined. Cer- 
tain processes are then explored, such as broach- 
ing, grinding, gear cutting, honing, ete. In a 
final chapter measuring instruments and gauges 
are discussed. The text is well illustrated with 


sketches, line drawings and photographic repro- 


ductions. 


Stokley, James. Science remakes our 
world. 298p. 1942. Washburn, New York, 


$3.50. 

Natural history, Jan. 1943, p.51. % col. 

“New discoveries, new processes, new ma- 
terials are changing our world... That is the 
story that Stokley tells in his new book... 
His book is a sort of witch’s brew—explosives, 
fuel, plastics, chemicals, glass, vitamins, new 
metals, electrons. Stokley, with the skill of a 
magician, distills from these topics—they are 
chapters, really—new clothes, pictures of the 
future, communications, power, cures, and farm- 
ing processes,—these, too, are chapters .. . 
Pictures galore and interesting material abound 
on every one of its 300 pages. If you want to 
know what your future is to be, what you will 
wear, eat, do, listen to, ride on, sleep on, eat on, 
don’t bother with the astrologers. ‘They only 
guess, but Stokley knows and tells.’’ William H. 
Barton, jr. 

Radio-craft, Jan. 1943, p.255. % col. 

“Those of us interested in radio, television, 
photography, chemistry or just plan ‘experiment- 
ing,’ remember the enthusiasm and joy with 
which we read works on everyday science which 
did not bewilder us with mathematics or tech- 
nical jargon, or long-worded dry descriptions; 
but which on the contrary seemed to ‘talk’ to us 
in an easy informal and informative style. Such 
a book, in 1942, is this one. It covers every 
field of modern science from explosives to plas- 
tics; fuels, rubber, chemical therapy, vitamins 
and metals ... There is nothing in this book 
which would not appeal to the engineer, the 
physicist, the home experimenter, and the well- 
informed executive, as well as it does to the 
keen-eyed eager youngster who is trying to com- 
prehend the complex world about him, and to 
whom the endless array of modern science is a 
fascination to him beyond all else... In our 
opinion, this is a book that should be in every 
library, public or private. It is a major work 
in its field.” 

Radio news, Feb. 1943, p.34. % col. 

Rubber age, Dec. 1942, p.267. % col. 

“Written in simple, non-technical language and 
intended for the layman, this book tells what 
science is creating today ih the industrial labora- 
tories of the nation. ‘he author runs the gamut 
of synthetics and substitutes, and treats with 
the creation of new materials, especially the 
plastics, in an easy, understandable manner. The 
book is factually correct in practically all as- 
pects since the author seems to have carefully 
checked his subject matter with leading tech- 
nologists ” 

Scientific American, Feb. 1943, p.90. % col. 

Textile world, Jan, 1943, p.88. % col. 


Stowage red book. Traffic Pub.. New 
York, $10. 

Transport topics, Dee. 7, 1942, p.2. % col. 

“Intended to meet growing demand from 
shipping, warehousing and transportation in- 
dustries. A weight density table, consisting of 
approximately 7,500 items, represents a liberal 
cross-section of commodities most generally 
handled. With the aid of this publication one 
can figure space requirements and storage and 
handling costs and project them to secure 
proper construction of buildings or design of 
packages. Average figures are given, based up- 
on a careful study, correlating studies by gov- 
ernmental and private agencies.” 


Surgeoner, D. Hay. Aircraft radio. Ed. 


2, revised. 154p. Pitman, London, 15s. net. 
Electrical review, Nov. 27, 1942, p.690. 10 1. 
“Includes description of the latest types of 

direction-finding communications and beam ap- 

proach equipment. The aircraft equipment sec- 
tion has been re-written to include some typical 
circuits and their operation, while the sections 
dealing with beam-approach systems and their 
operation have been expanded to give more de- 
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tailed information of, this important application 
of radio to aircraft.” 

Electrician, Dec. 4, 1942, col. 

“Prepared with a view to giving, not a purely 
theoretical aspect of radio so far as it applies 
to aircraft, but rather a practical indication to 
the extent to which radio is at present applied 
to the service of aviation and of the various 
methods of application .. Includes descrip- 
tions of the latest d.f. and beam approach equip- 
ment so far as details of that type of apparatus 
have been made public .. . In a closing chapter 
the author gives a comprehensive description of 
what has been done with respect to the lighting 
of airports and airways, though equipment of 
the type used before the war will, no doubt, 
have already undergone considerable change. The 
book is, on the whole, as up to date as circum- 
stances and the censor will permit at the 
present time, and the author’s courage in tackling 
such a subject in war-time is well justified by 
the result he has produced.” 


Tannehill, Ivan Ray. Hurricanes; their 
nature and history. Ed.2, revised. 265p. 
1942. aaa Univ. Press, Princeton, N. 


J., $3.5 
pe engineering review, Dec. 1942. 

p.83. % col. 

“Gives an exhaustive record and description 
of hurricanes in many parts of the world with 
sera ved attention to those originating in the 

est Indies. The current revised edition brings 
the book up to 1942, including material on the 
hurricane that struck the eastern part of the 
United States in 1938. The author, Chief of the 
Marine Division of the United States Weather 
Bureau, provides meteorologists and airmen 
with an authoritative work on the nature and 
history of excessive-velocity windstorms.” 

Science, Jan. 1, 1943, p.19. % col. 

“This is one of the few meteorological ‘must’ 
books. ‘Teachers, at least, of meteorology and 
climatology must keep it “close by for reliable 
reference.. Mr. Tannehill, as chief of the Ma- 
rine Division of the U. S. Weather Bureau, 
needed to have as full information as practicable 
of tropical storms in general and of the West 
Indies hurricane in particular, a need which his 
official position and the facilities of the Bu- 
reau’s extensive library enable him to meet. 
This information he neither lazily nor selfishly 
put aside for his private use, but industriously 
got together for the convenience of the hundreds 
of others who might want it. It is a readable 
book, full of facts, historical and otherwise; and 
free from tedious theoretical discussions that 
would have had to be based at best on doubtful 
assumptions . . . Contains also a very full and, 
for students of the subject, an invaluable bibliog- 
raphy of hurricane literature and a good in- 


dex.” W. J. Humphreys. ae 
Taylor, Demetria. Nutrition handbook; 


a complete guide to the nutritional content 
of the food we eat. 23lp. 1942. Doubleday, 
New York, $2. 

Journal of the American Dietetic Association, 
Jan. 1948, p.45. % col. 

“We like this book ... The author... writes 
fluently and always interestingly. The vitamins 
pass in review first, and the question as to how 
much of any one of these is needed and where 
to get this amount in common foods is answered 

F Comparatively little space is devoted to 
‘proteins’. . . The balance of the book is devoted 
to chapters ‘on energy foods, meal planning, mar- 
keting. cooking, food fads, and a complete index.” 

Teichmann, Frederick K. Airplane de- 
sign manual. Ed.2. 440p. 1942. Pitman, New 
York, $4.50. 

Western flying, Jan. 19438, p.189. % col. 

“Detailed descriptions, specification, instruc- 
tions and calculations required in the design of 
the pilot’s cockpit, the passenger cabins, the 
heating and ventilating systems, soundproofing, 
the power plant, the wing, the fuselage, the tail 
surfaces and the landing gear are given. Atten- 


tion is paid to materials of construction, the 
calculation of longitudinal stability and prelim- 
inary performance calculations. It does not at- 
tempt to cover the entire field adequately, but 
is meant rather to be helpful to instructors and 
students alike.” 

Trott, Lona L. Red cross home nurs- 
ing. 43lp. 1942. Blakiston, Philadelphia, $1. 

American journal of public health, Dec. 1942, 
p.1409. 1% col. 

“The author ... is to be congratulated on 
covering for the lay reader the fields of health 
and sickness as capably as she has. With en- 
thusiasm which is contagious, she introduces the 
reader to the essentials of healthful living and 
presents, step by step, practical simple procedures 
for the home nurse to use in caring for the sick 

The only quarrel we have with this text- 
book is that its title does not suggest the richness 
of its content. In fact, approximately one half 
of the 390 text pages is devoted to factors related 
to keeping the well person well—to health 
motion through individual and community effort 
... There are many good points about this text. 
It is simple, interesting, and easy to understand. 
The reader is assured of its soundness, for the 
author lists and frequently quotes her sources 
from accepted authorities in the various fields 
covered ... Red Cross Home Nursing is written, 
it would appear, for Mrs. John Doe and her 
daughters. We believe they, and even father and 
brother, will like the book and want to own it, 
for it is a veritable mine of authentic informa- 
tion and a reliable index for more if desired.” 
Margaret Reid. 

Vivian, A. C. Essential metallurgy for 
engineers. Ed.2. 155p. Pitman, London, 8s. 
6d. net. 

Electrician, Nov. 20, 1942, p.560. %4 col. 

“An attempt to supply engineers, technicians 
and students with a short account conveying 
complete understanding of the essentials in mod- 
ern control over the properties of metallic ma- 
terials. A conspicuous feature of the book is 
its clarity of arrangement ; in this the paragraph- 
headings in heavy type play an important part. 
There are folding plates and photographie repro- 
. . glossary and comprehensive 
ndex 

Flight, Dec. 10, 1942, p.637. 10 1 

“Written by a Lecturer at the School of Aero- 
nautical Engineering, R.A.F., with an introduc- 
tion by Professor R. S. Hutton, M.A., Professor 
of Metallurgy, Cambridge University, this is 
a much-needed contribution to engineers and stu- 
dents alike. The work does not cover a wide 
field, but it does explain what really controls 
the properties of metals and alloys, and special 
attention has been given to heat-treatment pro- 
cesses, with chapters on aluminium and magnes- 
ium-base alloys. Well written and illustrated, 
it can be recommended as a most useful refer- 
ence to all in the industry.” 

Iron and coal trades review, Nov. 27, 1942, 
p.1220. % col. 

“The sub-title of this book, a first edition, is 
‘The Causes and the Control of Metallic Proper- 
ties,’ which, being rather more precise, indi- 
cates quite clearly the author’s approach to the 
subject, and renders an enumeration of the con- 
tents superfluous. There have been different at- 
tempts here and in America to supply the engi- 
neer with appropriate metallurgical knowledge. 
Such a task is not easy, for it is difficult for 
most expert metallurgists to know just what and 
how much knowledge an engineer wants or re- 
quires. So much depends upon the engineers! 
A sound plan, therefore, is to decide upon what 
is required by a good, well-versed engineer, and 
for the author to supply the amount of knowl- 
edge, plus a little more for the real enthusiast, 
who, if he absorbs thoroughly all that is pre- 
sented, can, with facility, proceed to more ad- 
vanced works designed primarily for the metal- 
lurgist. That seems to be what Dr. Vivian has 
done. And he has approached the subject know- 
ing well what engineers really want ... This 
little volume might well become the engineers’ 


FEBRUARY, 1943 39 


good companion ... A commendable production.” 

Ward, Haggas & Smith, Ltd. Milling 
machines; use and maintenance. 1l6p. The 
Company, Keighley, Yorkshire, England, 


12s. 6d. net. 
(London), Nov. 5, 1942, p.511. 


col. 

“The object of this book is to give a general 
idea of construction of the W.H.S. range of 
universal milling machines, and to provide useful 
hints on maintenance and methods of operating. 
In the production of the work, the art of illus- 
tration has been used with such effect that the 
book should make an immediate appeal as a use- 
ful medium of reference.” 

Wells, T. A. Wells’ manual of aircraft 
materials and manufacturing processes. Re- 


pen edition. 212p. Harper, New York, 
3.50 


Western flying, Jan. 1943, p.139. % col. 

“A comprehensive manual of modern practice 
in aircraft construction . .. by the vice presi- 
dent and chief engineer of the Beech Aircraft 
Corporation .. . The purpose ... is to enable 
men experienced in aircraft work to broaden 
their knowledge and to assist men without air- 
craft experience to acquire a knowledge of the 
materials which go into an airplane. It cannot 
be read like a novel, but must be carefully studied 

. At the end of each chapter blank pages 
have been left on which the reader can enter 
notes.” 


West, Edward Staunton. Physical chem- 
istry for students of biochemistry and 
medicine. 368p. 1942. Macmillan, New 


4 of physical chemistry, Nov. 1942, 
p. 
purpose which Professor West had in 
mind is indicated clearly by the title of his book. 
In keeping with this purpose, he has wisely 
omitted topics, ordinarily included in physical 
chemistry texts, which are of little value to 
biological workers; an example is the phase rule. 
He has accordingly been able to spend more time 
on the topics of immediate biological interest, 
and to * lain these applications in some de- 
tail... Ten or a dozen problems are given at 
the ‘end of each chapter . In short, this 
volume is a clear, well-presented, very elementary 
treatment of the portions of physical chemistry 
indicated. Basie principles are not thoroughly 
discussed, and some topics are perhaps oversim- 
plified The rather high price of the text 
may well act against its wide use.” Bryce L. 
Crawford, jr. 
Journal of the American Chemical Society, 
Dec. 1942, p.3061. % col. 

**The primary aim of this book is to present 
the selected phases of physical chemistry recog- 
nized as basic to an understanding of biological 
phenomena. In doing so, the author has treated 
the following topics: the structure of matter, 
including atomic structure; valence, including 
in his discussion electrovalence, covalence, codrdi- 
nate valence, and the hydrogen bond; the gas 
laws; theories of solutions, including solubility, 
osmotic pressure, electrolytic dissociation, diffus- 
ion, and the mass law; acid and bases, including 
buffer solutions; the "determination of pH by 
various methods; the colloidal state and mem- 
brane phenomena including surface phenomena, 
size of colloidal particles, adsorption and the 
Donnan equilibrium; oxidation and reduction, 
including reference to the theory of oxidation-re- 
duction potentials and the mechanisms of bio- 
logical oxidations; and finally, the velocity of 
reactions . . . In’ these days when inadequate 
peepesation is likely to become more general, this 

ok can be used profitably by both premedical 
and medical student.” Ronald M. Ferry. 


Westbury, E. T. Modern milling prac- 
_ P. Marshall, Berkshire, England, 2s. 


need (London), Dec. 17, 1942, p.688. % 
ol. 


“Modern developments in milling machines 
and their operation are dealt with from a prac- 
tical standpoint in this book. Without purporting 
to be an exhaustive treatise on milling, its 
object is to enable all operators to obtain a clear 
and comprehensive understanding of the work- 
ing principles of all types of millers. Many of 
the best-known British and American makes of 
milling machines are described and illustrated. 
After a chapter on types of millers, mechanism 
and controls, fixtures and accessories are describ- 
ed, followed by sections on milling cutters and 
the elements of milling practice. Milling in 
quantity production and special millers and 
their attachment form the subjects of the con- 
cluding chapters. The book can be recommended 
to apprentices, trainees and operators of limited 
experience in indicating how the principles of 
milling can be applied to the best advantage in 
practice.” 


Whisnant, A. See Loggers’ handbook. 


Whittaker, C. M., & Wilcock, C. C. Dye- 
ing with coal-tar dyestuffs; the principles 
involved and the methods employed. Ed.4. 
371p. 1942. Van Nostrand, New York, $9. 


Journal of the ae. ad Dyers and Colourists, 
Nov. 1942, p.232. 

“The principal elutes although numerous 
smaller ones appear throughout the text, are (1) 
a new section on ‘Textile Fibres; their Structure 
and Identification’, which includes a summary of 
modern views on the structure of cellulose and 
keratin; (2) a very useful section on the ‘Prep- 
aration of Materials for Dyeing’, in which mat- 
ter formerly scattered throughout the book is 
now assembled and greatly amplified; and (3) a 
new section on ‘Dyeing Machinery’, which rep- 
resents an important and necessary addition. 
Further, the section entitled ‘The Dyeing of the 
Newer Synthetic Fibres’ has been completely 
rewritten and greatly expanded, whilst the sec- 
tions dealing with “Ihe Evaluation of Dyestuffs’ 
and ‘Auxiliary Products for Textiles’ are con- 
siderably enlarged. There are also useful photo- 
micrographs of the more important textile fibres 

A... general criticism, which is perhaps 
unreasonable in view of the deliberately restrict- 
ed size of the book, refers to omissions . . 
Nevertheless, it would be difficult to improve this 
book without enlarging it considerably, and the 
authors deserve our thanks.” ©. L. Bird. 

Nature, Nov. 28, 1942, p.618. % col. 

“Tt was Davy who wrote in 1802 that the arts 
of bleaching and dyeing, which the habits and 
fashions of society have made important, are 
purely chemical. Since then a number of men 
with honoured names have brought chemistry 
into the dye house, writing books whereby their 
knowledge might be imparted to others. The 
latest of these books is from the pen of C. M. 
Whittaker, who for forty years has done as 
much as anybody both in discovery and in the 
application of his chemical knowledge to a very 
ancient art. Incisive in speech, he writes clearly 
and to the point, and he and Mr. C. C. Wilcock 
are to be congratulated on a most useful pro- 
duction.” Armstrong. 

Rayon tectile monthly, Jan. 19438, p.92. % col. 

“The method of treatment has been retained, 
but three new sections have been added due to 
the introduction of new fibers and finishing treat- 
ments. One new section deals with ‘Textile 
Fibers, Their Structure and Identification,’ which 
has been deemed necessary since some knowl- 
edge of the structure of fibers is essential in 
order to understand thoroughly the modern 
theories of dyeing. There is also a new section 
on the preparation of textile materials for dye- 
ing and a new section on dyeing machinery ... 
A "Sivarenhe, an author’s and a subject index 
completes [sic] this valuable text book for the 
student and experienced dyer and foreman. The 
book reflects British dyeing practice perfectly 
but can be used and studied by the American 
trade very advantageously, although many of 
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the formulas and dyeing methods are based on 
English products and dye names.” 

Whyburn, G. T. Analytic topology. 278p. 
1942, 54.75. (American Mathematical So- 
ciety, colloquium publications, v.28.) 

Science, Dec. 25, 1942, p.581. 5% col. includ- 
ing another review. 

“The general plan . is roughly the follow- 
ing : Introductory topology . . mapping theorems 
« theorems on connectedness Upper semi- 
continuous collections . . . periodic transforma- 
tions and fixed points . .. A considerable = 
tion of the book is devoted to advances by R 
L. Moore and by Whyburn.”’ George D. Birkhoff. 

Wigmore, Victor S. Concrete simply 
explained. 48p. 1942. Society of Engineers, 
Inc., Weybridge, Surrey, 1s. 6d. net. 

Colliery engineering, Dec. 1942, p.280. % col. 

“This reprint [from Transactions of the So- 
ciety of Engineers] of a paper in booklet form is 
timely in view of the very large amount of recon- 
struction work which will be necessary when 
the war finishes in which concrete will un- 
doubtedly play an exceedingly important part. 
To the inexperienced person the preparation of 
concrete may appear to be too simple to require 
particular knowledge or care ... The author of 
this paper, who is obviously well acquainted with 
his subject, implies very clearly that there is 
much more in the preparation of concrete than 
meets the eye or than even many of the prac- 
tical heads of building firms suppose, and gives 
information which if followed must be of great 
value to most users of concrete.” 

Willkie, Herman F., & Kolachov, P. J. 
Food for thought. 209p. 1942, Indiana Farm 
Bureau, Inc., Indianapolis, $2. 

Chemical - engineering news, Dec. 25, 1942, 
p.1678. % ¢ 

“Deals with the production and utilization of 
power alcohol as a solution for the farm economic 
problem .. . Divided into two sections. 
The first, 49 pages, deals with the production, 
utilization, and agricultural aspects of the pro- 
gram, An entirely new approach to the prob- 
lem is made, both from an economic and _ tech- 
nological viewpoint . . . A chapter is included 
... on the design of a typical community dis- 
tillery incorporating the latest principles of op- 
eration developed in the laboratories of the au- 
thors ... Cost analysis data of the construction 
and operation of these distilleries are included. 
The second section, 160 pages, contains a wealth 
of scientific information. Recent improvements 
in the manufacture of alcohol . .. are given. 
Research and pilot plant work done in connection 
with these developments are described in detail, 
and all of the pertinent experimental data are 
included . . . The authors have had wide ex- 
perience in the manufacture of ethyl alcohol and 
deserve a great a? of credit for their originality 
and foresight.” Ipat icf. 

Professional ec, 1942, p.52. 10 1. 


“A treatise on the utilization of farm products 
for producing farm motor fuel as a means of solv- 
ing the Agricultural Problem—an interesting 
and timely book covering a controversial subject. 
Anyone interested in power alcohol should read 
this book for it will give the reader an entirely 
new slant on a rather vexing problem.” 

Wilson, G. S. Pasteurization of milk. 
212p. 1942. E. Arnold, London, 18s. net. 

Nature, Nov. 21, 1942, p.587. 1% col. 

“A well-planned, well-written and well-docu- 
mented book, but with a title that may, to some, 
give a slightly wrong impression of its contents, 
It concerns itself almost entirely with one main 
theme—a reasoned statement of the medical 
evidence in favour of the eo or 
effective heat treatment, of all milk. he bac- 
teriological, particularly the public health as- 
pects of pasteurization ... are treated with care 
and thoroughness, and a balanced summary is 
given of the relevant nutritional findings of the 
past ten or fifteen years. It is, however, no 
manual for the pasteurization engineer or tech- 
nologist . . . and the economic, legislative and 
administrative aspects of milk processing also 
are only very briefly touched on.” H. D. Kay. 


Winchell, Alexander N. Elements of 
mineralogy. 535p. 1942. Prentice-Hall, New 
York, 

American mineralogist, Dec. 1942, p.825. 3% p. 

“Attempts to do for the beginning student of 
crystallography and physical mineralogy what Dr. 
Winchell’s Elements of Optical Mineralogy has 
done for the student beginning in that field, 
namely : to present minerals as members of broad 
groups which vary continuously in composition 
and properties. Most texts permit the student 
to infer that minerals are fixed in their chemical 
and mineralogical properties. In this respect, 
the new text succeeds admirably, since in all 
discussions the idea of continuous variation and 
serial relations between properties in isomor- 
phous groups dominates descriptive, illustrative, 
and interpretive material ... The price of the 
book ... may limit its adoptions, since in future 
use to the geology student as a reference work, 
it is of somewhat less completeness than other 
texts in the field, selling at essentially the same 
price.”” Robert W. Webb, 

Young, I. H. Directed homework in 


Gregg shorthand. Gregg, New York, 88c. 

= of business education, Dec. 1942, p.33. 

co 

“This homework pad of 96 assignments con- 
tains graded practice material for the first eight 
chapters of the Gregg Shorthand Manual, anni- 
versary Edition. The student is directed what 
to practice, how much, and when to practice, 
since the exercises are numbered the same as 
the paragraphs in the Shorthand Manual. Blank 
spaces follow all words, sentences, and “phrases 
to be written .. . The pages are perforated for 
tearing out and handing in practice work.” 
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